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Price and availability subje | . NEW ITEMS & UPDATES 
New Series RF Parts Vacuum Relays Doorknob Capacitors 
MOSFET RF Power Transistors For high power antenna switching. 510100-15: 100pf, 15KV 


i Hse 


RF:Parts Company « 2008 


Lavelle 


2SK Series, see Page 9. See Page 56. See Page 33. 


Variable Tuning & Load Capacitors | Transformers Digital Multimeter 
by Palstar Hammond Filament & Low Voltage. Miyako-150 


See Page 37. See Page 49. See Page 115. 
High Current Power Relay Kill-A-Watt Hobby Books 
Rene ane Electronics for Dummies 


Mfg. Magnecraft Electricity Usage Monitor : | 


Ham Radio 
for Dummies 


ee Two-Way Radios 
ne seannets Two-Way 
eas “@ Radios & 
Scanners for 


Dummies 


See Page 51. See Page 133. See Page 126. 
Semiconductor Cross Reference ARRL Books 
on CD-ROM HF Digital Handbook, Page 120. 


{HF DIGI 
HANDBOOK 


aRets 


| MEN s)sfo[e}7@.| VHF Digital Handbook, Page 121. 


eS Operating Manual for 


Radio Amateurs, 
Page 121. 


We recommend this CD if you are interested in 
the Semiconductor Cross Reference book. 


See Page125. 


Minimum order: $25 


ORDER INFORMATION 


Business Hours 
Monday through Friday 7:00 a.m. - 4:30 p.m. (Pacific Time), 
with the exception of holidays. 


Orders received by 2:30 p.m. Pacific Time (5:30 p.m. Eastern Time) 
will usually be shipped the same day. 


Ordering Information — 


Phone: USA (contiguous 48 states): 760-744-0700 
800-737-2787 
Worldwide: 760-744-0700 
Fax: 760-744-1943 
888-744-1943 toll-free 
Mail: RF Parts Company 
435 South Pacific Street 
San Marcos, CA 92078 USA 
E-mail: To Order: orders @rfparts.com 


U.S. Price Quotes, etc.: joe @rfparts.com 
International Price Quotes: john @rfparts.com 


Internet: www.rfparts.com 


Shipping Methods 

United States: RF Parts recommends United Parcel Service 
(UPS). Federal Express is also available for an additional cost. 
Please see page 141 for shipping information. 


| Foreign: Shipping by all major express services are available, 
including Postal. We recommend shipping by UPS & FedEx for 
reliability. Lost packages occur more often with postal delivery. 
Please refer to the Foreign Order Information on page 142. 


- www.rfparts.com 


Payment Method 


Credit Card: We accept Visa, Mastercard and Discover. 


Paypal: We accept Paypal for most transactions. Contact us for 
price and shipping information. Our Paypal |.D. is order @rfparts.biz. 


C.O.D.: (Cash on Delivery) COD is available upon approval from RF 
Parts Company, when we ship by UPS only, and must be paid by 
money order. No personal checks. Company checks are accepted 
only with prior approval by the RF Parts Company Credit 
Department. COD is not available outside lower 48 states. RF Parts 
will give customer exact total prior to shipping (UPS will NOT 
accept Cash). 


COD packages that return to us unpaid require customer to clear all 
shipping & COD charges before further orders will be accepted. 


Note: There is a $20.00 Service Charge on checks returned from 
bank, plus any and all costs of legal expenses if action is taken. A 
one-time Non-Sufficient Funds (NSF) check automatically places 
the customer on credit hold, and requires payment by COD (money 
order), Credit Card or pre-pay. 


Open Account: Open Account status is available to rated firms 
which expect to do continuous business with RF Parts. Please 
contact our sales department in advance of placing an order. 


Pricing Policy 

This Catalog supersedes prior catalogs from RF Parts Co. RF Parts 
believes prices and descriptions of merchandise to be accurate at 
time of printing, and is not responsible for typographical errors. The 
RF Parts Company On-line Catalog www.rfparts.com is more 
current on product and pricing information. 


Price and availability subject to change without notice. 


Orders placed by 3:00 p.m. Pacific Time 
will normally be shipped the same day. 


Next Day Delivery | is available. 


800-737-2787 « 


760-744-0700 


fax 760-744-1943 - orders @rfparts.com 


Service, Tech Support 760-744-0500 
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RF POWER MODULES a 
VHF-UHF Power Modules. “ws | Quantity Pricing Available 


Part Freq Max P out Pin Bias 1-4 Part Freq Max P out Pin Bias 14 
Number  ————s«sRange =F SC BW Min. Ws mW__ Class _——ssCase_—NetEa. | Number = _—_—- Range = = =BW_ Min.W mW __ Class __—_—Case__—sNet Ea. 
M57704EL 335-360 ~ 13 200 C H3A $s Call M57783H 7 50 AB H13 Call 
M57704H 450-470 ~ 13 200 C H3A Call M57783L 135-160 125-175 if 50 AB H13 39.95 
M57704H-PULL 450-470 - 1 200 Cc H3A Call M57785H 162-174 — uf 50 AB H12A 49.90 
M57704L 400-420 ~ 13 200 Cc H3A 45.90 M57785L 135-150 127-163 7 50 AB H12A 58.80 
M57704M 430-450 420-450 a3 200 Cc H3A 45.90 M57785M 150-162 - 7 50 AB H12A Call 
M57704SH 490-512 — 43 200 C H3A 45.90 M57786H 470-512 465-520 ti 50 AB H12 44.90 
M57704SL 360-380 - 43 200 C H3A 45.90 M57786L 380-400 — T 50 AB H12 Call 
M57704UH 470-490 - 43 200 (& H3A 45.90 M57786M 430-470 425-480 7 50 AB H12 44.90 
M57706 145-175 - 8 200 & H2 59.90 M57788H 450-470 430-490 45 400 C H3A 88.80 
M57706L 135-145 144-160 8 200 C H2 44.40 M57788L 400-430 390-450 45 400 Cc H3A 88.80 
M57710A 156-160 152164 28 200 © H2 35.90 M57788M 430-450 410-460 45 400 c H3A 88.80 
M57713 144-148 _ 17 200 AB H3B Call M57788MR 430-450 410-460 45 400 G (rev.) 97.70 
M57714 450-470 440-470 7 100 C H3A 49.90 M57788SH 490-512 = 40 400 C H3A 88.80 
M57714EL 335-360 ~ 7 100 ¢ H3A 49.90 M57788UH 470-490 - 40 300 C H3 88.80 
M57714M 430-450 - 7 100 C H3A 49.90 M57791 890-915 880-930 7 a - H11 59.90 
M57714UH 470-490 - 7 100 C H3A 49.90 M57792 806-870 800-870 20 400 c H3A Call 
M57715 144-148 - 13 200 ( H2 32.00 M57796H 150-175 140-190 7 300 AB H14 29.90 
M57716 430-450 — 17 200 AB H3C 59.75 M57796MA 144-148 135-160 7 200 AB H14 29.90 
M57716L 360-380 - 17 200 AB H3C 59.75 M57797H 450-470 - 7 200 AB H14 29.90 
M57719 145-175 = 14 200 C H2 49.90 M57797L 400-430 - 7 200 AB H14 34.40 
M57719L 135-145 - 14 200 C H2 49.90 M57797MA 440-450 420-460 7 200 AB H14 34.40 
M57719N 142-163 140-165 14 200 C H2 Call M57797SH 490-512 - Tl 200 AB H14 34.40 
M57721 450-512 - 7 10 AB H12 Call M57799H 470-512 - 6 40 AB H13 39.90 
M57721L 350-400 335-410 7 10 AB H12 31.30 M57799L 400-430 - 6 40 - AB H13 39.90 
M57721M 400-450 - 7 10 AB H12 Call M57799M 430-470 - 6 40 AB H13 39.90 
M57724UL 335-370 ~ 7 10 AB H12 31.30 M67702 150-175 — 60 _ 5W Cc H17 Call 
M57726 144-148 140-152 43 400 C H2B Call M67703M 430-450 — 50 40W Cc H17 99.95 
M57726R 144-148 140-152 43 400 C (rev) 81.55 M67703SH 490-512 - 50 140W © H17 125.00 
M57727 144-148 140-150 37 300 AB H3B 64.55 M67705H 470-512 460-520 7 20 AB H13A 39.90 
M57729 430-450 420-450 30 300 Cc H3A 67.75 M67705L 400-430 400-450 7 20 AB H13A 39.90 
M57729EL 335-360 ~ 30 300 C H3A 69.90 M67705M 430-470 420-490 Tf 20 AB H13A —-39.90 
M57729GL 326-346 - 30 300 C H3A 69.90 M67706 806-870 790-895 4 100 C H13 52.85 
M57729H 450-470 440-470 30 300 C H3A Call M67709 430-470 - 13 10 C H16 Call 
M57729L 400-420 - 30 300 C H3A 69.90 M67709L 350-390 310-395 13 10 C H16 97.25 
M57729SH 490-512 — 30 300 G H3A 69.90 M67710H 150-175 140-190 7 50 AB H13 25.95 — 
M57729UH 470-490 -- 30 300 C H3A 69.90 M67710L 135-160 7 50 AB H13 44.50 — 
M57729UL 380-400 ~ 30 ~ 300 G: H3A 69.90 M67711 1240-1300 — 16 1000 C H3B 79.40 
M57732 144-175 - 7. 20 AB H12A 29.95 M67712 220-225 219-239 30 200 AB H3B 83.00 
M57732L 135-160 130-166 7 20 AB H12A 29.95 M67715 1240-1300 1220-1320 15 10 AB H13A Call 
M57735 50-54 48-56 17 200 AB H3B 67.75 m67717 872-905 i 7 C H411 17.95 
M57737 144-148 140-152 30 200 C H2 39.90 M67723 220-225 210-250 7 20 AB H13 Call 
M57737-R 144148 140-152 30 200 G (rev.) 53.75 M67723H 250-270 7 20 AB H13. Call 
M57739C 825-851 — 6 30 C H26 59.00 M67727 144-148 - 60 500 AB H17 154.90 | 
M57741H 164-175 155-185 28 300 Cc H2 Call M67730L 174-200 160-210 30 300 c H2 77.75 
M57744L 148-160 140-170 28 200 C H2 82.45 M67731 - _ - - — - 68.80 
M57741M 156-168 148-175 28 300 C H2 74.45 M67732 1240-1300 - 1 10 AB H13 Call 
M57744 905-915 900-920 13 400 C H3A 77.45 M67741H 150-175 140-180 30 200 Cc H2 49.90 
M57745 430-450 425-450 33 300 AB H3C 94.45 M67744L 150-175 140-180 30 200 6; H2 59.90 
M57747 144-148 140-150 134 200 C H6 78.45 M67742 66-88 60-92 30 500 C H2 89.90 
M57752 430-450 ~ 13 200 C H3 49.95 M67743H 77-88 74-92 7 30 AB H13A 58.70 
M57755 806-866 800-875 10 100 C H3A 99.50 M67743L 68-81 62-85 7 30 AB H13A 58.70 
M57759 890-915 890-915 0.2 2 C - 14.95 M67746 144-148 - 60 300 C H2 94.95 
M57762 1240-1300 1240-1300 18 1000 AB H3B 94.95 M67748H 150-175 — 7 20 AB H27 19.95 
M57764 806-825 800-830 20 400 C H3A Call M67748HR 150-175 4 20 AB H27R 38.80 
M57774 220-225 219-232 30 300 G H2 Call M67748L 135-150 125-155 Tf 20 AB H27 35.80 
M57774S 185-200 _ 30 300 ie H2 59.85 

M57782 825-851 805-860 vi L aaa H1i1 44.90 See page 134 for more information on Case Styles. 


0.5+0.15 
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VHF-UHF Power Modules Ase 


M67748LR 
M67749GL 
M67749H 
M67749HR 

_ M67749L 
M67749M 
M67749MR 
M67749SH 
M67749UH 

 M67754 
M67755L 
M67759 
M67760HC 
M67760LC 
M67764 
M67766A 
M67769C 
M67776H 
M67776L 
M67781H 
M67781L 
M67796 
M67797 
M67799HA 
M68702L 
M68703HA 
M68703SHA 
M68706 
M68707L 
M68710EL 
M68710H 
M68710L 
M68710UH 
M68712N 
M68719 
M68729 
M68731H 
M68731HM 
M68734L 
M68731N 

~ M68732HA 
M68732H 
M68732LA 
M68732L 
M68732SH 
M68732SL 
M68732UH 
M68732UL 
M68757H 

_ M68762H 
M68762L 
M68769H 
_M68769SH 


All module specifications are believed correct. Not responsible for any errors. 
See page 134 for more information on Case Styles. 


Minimum order: $25 eae 


o 4 
am 


135-150 


440-470 
440-470 
400-430 
430-450 
430-450 (REV) 
490-512 
470-490 
824-849 
134-150 
872-905 
896-941 
806-870 
940-960 
820-850 
890-915 
896-941 
806-870 
150-175 
135-160 
1240-1300 
890-915 
450-470 
135-160 
440-450 
470-490 
250-270 
215-230 
290-330 
450-470 
400-430 
470-520 
142-163 
1240-1300 
220-245 
150-175 
145-174 
135-155 
142-163 
440-490 
450-470 
400-450 
400-430 
490-512 
330-380 
470-490 
380-400 
896-941 
440-490 
400-450 
440-490 
470-520 


Max 
BW 
125-155 


810-860 


925-970 
820-855 
890-928 
860-950 
790-890 
125-160 
430-470 


440-480 
390-440 


P out 


Pin 


400 
400 


100 
300 


Bias 


AB 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 

C 
AB, MOS 

C 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 
AB, MOS 


Case 


H12 
H46 
H46 
H46 
H46 
H46 
H3B 
H2 
H46 
H46 
H46 
H46 
H46 
H46 
H46 
H46 
H46 
H46 
H46 
H46 
H46 
H3 
H3 
H3 
H3 


Le RF POWER MODULES 
VHF-UHF Power Modules MOTOROLA 


Call for price and availability. 


Part Zo Dc BW P out Pin Bias 


RF Parts Company * 2008 


Number Ohms Volts =MHz =MaxBW_ Min.W mW Class Case __ 
51-8011E01 50 800 Specifications not available. 

CA2256R Specifications not available. 

CA2601BU Specifications not available. 

CA2717 Specifications not available. 

CA2830C 50 24 5-200 - 1 A A 714F-01/1 
CA5815CS_ =50 15 10-1000 — 1.0 03 A 714P/3 
CA5915 Specifications not available. 

MHW594 50 125 1-250 - 0.7 1 A 714/1 
MHW592 50 24 1-250 — 0.7 4 A 714/1 
MHW593 50 13.6 10-400 - 0.7 if A 714/1 
MHW602 50 12'5 146-174 140-180 20 175 C 297-02 
MHW607-1 50 7.5 136-150 - if ds C 301K-02 
MHW607-2 50 1S 146-174 - if 1 Cc 301K-02 
MHW612 50 12.5 146-174 - 20 400 C 301A-03 
MHW707-1 50 Tee) 403-440 - in sl C 301-02 
MHW707-2 50 7.5 440-470 = 7 ‘ C 301)-02 
MHW710-1 50 12.5 400-440 - 15 2002 eC 700-0 
MHW710-2 50 12.5 440-470 a 15 250 mere Gs 700-03 
MHW720A2_ 50 12.5 400-512 15 20 ( 700-04/1 
MHW806A4 50 12.5 806-960 04 6 C 301H 
MHW807-1 50 12.5 820-850 _ C 301L-01 
MHW807-2 50 12.5 870-905 - C 3011-01 
‘MHW812-A3 50 18} 870-950 - 12 10 C Call 
MHW820-1 50 12.5 806-870 = 20 250 C 301-G01 
MHW820-2 50 12.5 806-890 — 20 250 301-G01 


MHW829-4A 50 
MHW927B 50 
MHW932 50 


PAS) 
12.5 
ED) 


824-849 = 6 1 AB 
890-915 880-920 32 100 AB 


3O01AA/1 
3018-02 


MHW1342 75 28 40-300 35ChCATV Gp=34dB -- A 714-02 
MHW5122 40-450 60ChCATV Gp=12dB — 

MHW5182 Specifications not available. 

MHW5222 75 24 40-450 60ChCATV Gp=22dB — A 714/1 

MHW5222A 75 24 A0-450 6OChCATV Gp=22dB — A 714/1 

MHW6182  =75 24 40-555 77 ChCATV Gp=18dB — A 714/14 

MHW6272 975 24 40-550 77ChCATV Cp=27dB — A 714/1 

MHW6342 75 24 40-555 77ChCATV Gp=34dB. — A 714/41 

MHW9002-2 50 5.8 806-960 - .005 14 ( 420A 


PHW2820-1 
QRF400 
UX0151 
TAN16 
85Y49 


Specifications not available. 


Specifications not available. 


Specifications not available. 


Specifications not available. 


Specifications not available. 


RF POWER MODULES 
VHF-UHF Power Modules 


TOSHIBA ,% Mas 


If you do not see the part number you need, call (760) 744-0750. 


Part Freq Max P out Pin Bias 1-4 
Number Range BW Min.W mW __ Class Case__—_—sCNet' Ea 
PFOO11 890-915 890-928 6 2 AB Disc.-use PFOO31 
PFO030 $29.75 
PFOO31 890-915 890-928 6 2 AB = Call 
PFO310 136-150 = U 20 AB RF-J Call 
SAU3 430-450 427-450 17 200 Cc H2 56.95 
SAU4 430-450 430-450 10 200 AB H4 49.95 
SAUGL/NT410A 400-440 = 13 200 Cc H2 49,95 
SAU12 825-845 = 8 1 Cc H4 84.55 
SAU16H 450-470 430-495 5 150 AB 5-30H 52.70 
SAU16SH 490-512 “= 5 150 AB = 47.70 
SAU17A 870-915 870-920 8 1 Cc H2 74.60 
SAU21. 825-845 = 6 1 C “= 74.55 
SAU26 430-450 = 7 12 Cc H27 47.95 
SAU27AH 490-512 = 32 200 Cc H3 94.70 
SAU35AH 450-470 420-470 2.7 150 AB = 45.20 
SAVE 154-162 152-164 28 200 Cc H2 Call 
SAV7 144-148 143-149 28 200 Cc H2 39.95 
SAV12 144-148 130-160 5 150 AB = 23.95 
SAV15 220-225 = 30 200 C H2 49.95 
SAV16H 150-160 = 5 150 Cc AB 29.95 
SAVI6L 135-150 = 5 150 Cc AB 29.95 
SAV17 144148 144-148 50 400 Cc H2 Call 
SAV21H 150-175 = 32 200 Cc H2 69.85 
SAV21L = 32 200 CG H2 74.55 
SAV22A 144-148 130-160 7 15 Cc = 39.95 
SAV24 144-148 140-174 50 400 Cc H2 Call 
SAV28 144-148 = 7 20 AB = 40.60 

i SAV30H oa = as - = = 43.95 
UUE0080 see M67759 = = ~ = = 39.00 

— Philips VHF-UHF Power Modules 
fm Part pc Freq Max Pout Pin Bias 

Number Volts Range = BW Min.W mW Class Case Net_ 
BGD802 24 40-860 “= = i A §0T115J2 $65.00 
BGX885N 24 40-860 = = = A. S$0T115J2 65.00 
BGY45B  — 148-174 140-175 28W =: 150 Cc = Call 
BGY57 24 40-450 G6O0ChCATV Gp=22dB — A 714-04 36.00 
BGY82 24 40-450 60 Ch CATV Same as MHW5142A = 45.00 
BGY132 125 6888 = 18W = 100 C —-SOT-132B Call 
BGY133 12.5. 80-108 = 18W. 200 C. —-SOT-132B Call 
BGY114E = 9890-950 s 6W -3AW C  SOT-278A 45.00 
BGY581 24 40-550 77ChCATV = = A = 49.00 
BGY582 24 40-550 77 ChCATV = = A = 49.00 
BGY585A 24 = 40-550 ~=—s- 77 Ch CATV = = A SOT115J 
500495 ~~. — = = = = = = 45.00 
500496 — ef = = = = = 45.00 
543258 — = ~ =: = = = 45.00 


To view Data Sheets 
for modules, please visit our 
website at www.rtparts.com 


Data Sheets are available in pdf format. 


— - oe ‘www.rfparts.com 
Power Modules for ICOM Amateur & 2-Way 


We can supply equivalent “SC” part 
numbers. 


Please contact our Customer Service 
Department by phone, fax, or e-mail 
for assistance. 


ICOM 


‘ICOM Equivalent Equivalent ICOM Equivalent 
Part Number Part Number Part Number _Part Number Part Number Part Number 
SC1005  M57715 ~—- SC1043. «= M67715. ~—« SC1106._~—=— M57796H 
SC1010  MS7710A_—- SC1044.- ss SAV6.=——s«SC1107 ~— M6713 
SC1011_ —- SAV7 $C1046_M57732. == SC1111.-—« M67703M 
Sci01i3.—* SC1054 -M57788M_—s« SC1113. M6727 
SC1016 -M57716. ~—s« SC1056.~—Ss« M57729H = SC1114. M6728 
SC1018 + M57714.—s: SC1062._—sMS7721L_ —« SC1121_-—S—MS57797H 
SC1019 —- SAV7 SC1066- SC1124. -MS7737R 
SC1020 M7727. ~—=sSC1068 12 SC1125.—-M57726R 
SC1022.—s- SAVI7 SC1069_ -M57735.-— C1131. M67741L 
SC1024  -M57745. = SC1077, —s MG7732_—=—Ss« SC1142——s M6 7748L 
SC1025  MS57796MA SC1080 = M57732L_ ~«=«SC1143.~—Ss« M67749M 
SC1026 -MS7797MA_ SC1081_ —- MS7721M_—«s«SC1146 = 
Sc1027.* SC1083  _M57787__—«s SC1193.—s * 

SC1028 SAVVIS —«- SC1088._~—=s«wM67702_—~Ss« SC1197_—S * 

Sci029 SAVI6H — SC1090. Ss SAUI6L_—s«SC1274. = M57786M 
SC1030 _MS57797H_—- SC1091_—Ss SAV17_—S—s«SC1284. Ss M67799M 
SC1038 SAVE SC1096 _ M57796MA C1307. SAV6” 
SC1040  M57762 = SC1097_ = M57797MA_-SC1318 ~—— M57788MR_- 


* Call for technical information. 


Complete Engineering Data for RF Modules 


$1.50/module. 


NOTE: Before Module Installation, antenna switching PIN diodes 
should be tested (normal Ohmmeter test for Hi/Lo resistance). 


No Exchange or Warranty on transistors or modules which, in our opinion, have been damaged, 
installed, or soldered to. Modules and Transistors are fully tested under load and SWR by the factory 
to meet their specifications. Check your circuit, antenna, coax, etc., to make sure it is properly 
adjusted or repaired before installing new part. 


No further Warranty is assumed or implied. 


ay 


Price and availability sub 


: “RF POWER MODULES, INFO & ACCESSORIES & 
Modules Printed Circuit Boards for RF Power Modules & 

Pin 14 For Mitsubishi, Toshiba, and other RF Power Modules = 

MUMDG halve wer a  Fregy Vdd ye Pout Effin mW _Case_—rNet Ea. . a 
VHF Band, Low Power y Se aa ear ee ae 

~ RAO7HOGO8M : 68-88 12.5V 7W 38%  ~=30 H46 $27.95 Case Style H3 Pas 
RAO8H1317M 135-175 12.5V 8W 50% 20 H46 21.25 | (M57727, M57735, M57745, M57762, SAU4, etc.). Easily modified to use H2 case styles (SAV7, ¢ 
RAO7M1317M 135-175 7.2V 7W 45% 20 H46 21.25 | SAV15, SAV17, etc.). 
RAO8N1317M 135-175 9.6V 8W 50% 20 H46 21.25 "4 
RAO7M2127M 215-270 7.2V 7W 45% 20 H46 21.25 Includes application notes for a 


module frequencies 50-1300 MHz. 
Provides for placement of bypass 
capacitors and choke coils. 


VHF Band, High Power 


RA3OHO608M 68-88 125V 30W 40% 50 H2 59.95 : is Gonnectionaitor MGZ809 voltage 
RA13H1317M 135-175) 7 12'5.V 13W 40% 50 H2 33.75 | yi OUT regulator if required. Double-sided 
RA30H1317M 135-175 125V 30W 40% 50 H2 39.95 FR4 board with plated thru holes. 

RA6OH1317M 135-175 125V 60W 40% 50 H2 59.95 eee Hine 

RA35H1516M 154-162 125V 35W 47% 50 H2 22.95 oV BES 3 12v \vec Size 4.4” x 1.0”, 

RA30H1721M 175-215 125V 30W 40% 50 H2 44.95 REO Ot ON. es 

RA30H2127M 210-270 e251 er COW 4 09Gn 50 H2 44.95 

SAV32 133-174 12.5V 60W 45% 50 5-53P 44.95 | (Module Data Sheet Recommended.) 

SAV33 134-174 12.5V 32W 45% 50 5-53P 29.95 

SAV35 154-162 12.5V 32W 50% 10 5-32G 29.95 

SAV36 434-174 125V s0W 45% 50 5-53P 4995 | Part #: DEM2318 « Price: $15.00 

SAV37 154-162  12.5V 32W = 50% 10 5-32G 34.95 

UHF Band, Low Power Case Style H12, H13 or H27 

RAO7H3340M 330-400 12.5V 7W 40% 20 H46 24.75 | (M57787, M57799, M67715, M67723 and most 42-45mm length modules). 

RAO7M3340M 330-400 7.2V Wie 40% 20 H46 21.25 

RAO7N3340M 330-400  9.6V 7W 43% 20 H46 24.75 Includes application notes for module frequencies 50-1300 MHz. Provides for placement of bypass 
RAO7M3843M 378-430 7.2V 7W 40% 50 H46S 21.25 | capacitors and choke coils. 

RAO7H4047M 400-470 12V 7W 40% 20 HA6 22.75 Connections for MC7809 (78S09) voltage regulator if required. 

RAO7M4047M 400-470 7.2V 7w 40% 50 H46 21,25 | Double sided FR4 board. 

RAO7N4047M. 400-470 9.6V 75W 43% 20 H46 24.75 

RAO7H4452M 440-520 12V 7W 40% 50 H46 22.75 

RAO7M4452M 440-520 7.2V 7W 40% 50 H46 21.25 

RAO7N4452M 440-520 9.6V 7.5W 40% 20 H46 24.75 


UHF Band, High Power 


RA13H3340M 330-400 125V 13W 40% 50 H2 33.75 

RA30H3340M 330-400 125V 30W 40% 50 H2 44.95 

RA13H4047M 400-470 125V  13W 40% 50 H2 33.75 

RA30H4045MR 400-450 125V 30W 40% 50 H2R 39.95 

RA45H4045MR 400-450 12.5V 45W 35% 50 H2 59.95 | | 

RA30H4047M 400-470 125V 30W 40% 50  4H2S 39,95 | Size 1.125" 2.75". 

RA45H4047M 400-470 125V  45W 35% 50 H2 go:95 || (Module Data Sheet Recommended.) 

RAGOH4047M1.- 400-470 125V  6OW 40% 100 H2M 67.95 

RAGOH4452M1 440520 12.5V  60W 40% 100 4H2M 67.95 : 

RA13H4452M 440-520 125V  13W 40% 50 42 3375 | Part #: DEM2303 » Price: $12.00 

RA30H4452M 440-520 12.5V 30W 40% 50 H2S 39.95 

RA45H4452M 440520 125V 45W 35% 50 #42 59.95 | __ gel OL RR Si pee A A Sen oe 
SAU82H 450-520 125V 6ow 40% 50 553P 4495 | Case Style H2 & 5-53P (MOSFET) 

SAU82L 400-470 12.5V 60W 40% 50 5-53P 44.95 Will fit most Mitsubishi RA Series modules of 13, 30, 45 & 60 watt, and Toshiba SAV Series utilizing 
SAU82VL 378-440 125V 60W 40% 50 553P 44.95 | 149 @.5,.53P configuration. 

SAU83H 450-520 125V 32W 40% 50 553P 42.50 

SAU83L 400-470 12.5V 32W 40% = 50 5-53P 42.50 | Originally designed for RA18H1213G 1200-1300MHz module, the DEM2330 comes with 

SAU93 430-500 12.5V 60W 40% 50 5-53P 44.95 | application notes for this module. Can be used for most applications from 50-1300MHz when 


appropriate caps and inductors are used. FR4 board with plated thru holes. 


800 MHz Band 


RA45H7687M1 764-870 12.8V 45W 33% 50 H2M 69.85 
RAO3M8087M 806-870 ON, 3.6W 32% 50 H41 22.75 
RA20H8087M 806-870 12.5 V 20W 25% 50 H2 54.95 
RA45H8087M 806-870 12.5V 45W = 25% 50 H2 99.99 
RAO6H8285M 820-851 12.5 V 6W 35% il H11 24.75 
i RAO3M8894M — 889-941 71.2 V 36W 32% 50 H14 PILES: 
; RA13H8891MA 889-915 A2.5'V 13W 30% 20 H2 54.95 
RA13H8891MB 880-915 12.5V 13W 35% 10 H14 28.95 
RA20H8994M 896-941 12.5 V 20W 25% 50 H2 59.95 
RA45H8994M1 896-941 12.8 45W 33% 50 H2M 69.85 


1200 MHz Band 
RA18H1213G 1240-1300 12.5V 18W 20% 200 H2 78.25 


Additional specifications and case information are available at: www.rfparts.com Size 3.75" x 1.5” 
OEM PRICING AVAILABLE (Module Data Sheet Recommended.) 


Part #: DEM2330 * Price: $15.00 


© es 


Minimum order: $25 


TRANSISTORS INFO & ACCESSORIES 
New Series MOSFET .% Quantity Pricing Available 


Freq VDD Power Price 
Park FS eek (MHz) WV) ear: out (W) Each 
RDOOHHS1 30 Mas 0.3 $ .90 
RDOOHVS1 175 126 0.5 1.00 
RDO1MUS1 520 pe 0.8 To 
RDO2MUS1 Wro Vier 2 
RDO6HHF 1 30 12.5 6 
RDO6HVF1 s RYAs’ 125 6 
RDO7MVS1 520 7.2 7 
RD100HHF1 30 125 100 
RD12MUS1 UTS gar Tigo 
RD15HVF1 ies: 125 15 : 
RD16HHF1 30 ace 16 4.20 
RD30HUF 1 520 12.5 30 24.70 
RD30HVF1 AF 12:5 30 18.90 
RD45HMF1 900 125 30 32.90 
RD60HUF 520 tes 45 29.20 
RD7OHHF 1 30 125 70 27.50 
RD7OHVF1 i ee 125 70 27.50 


MOTO COMMUNICATIONS - Stocked Transistors 


M11L07 M48B32 M9426 M9588* M9652* M9755 
M14L08 M6702 M9428 M9591 M9653 M9755* 
M11L29 M6708 M9440 Mg9591* M9657* M9780* 
M11L52 M6709 M9443 M9592 M9662 M9756 
M14L55 MS027 M9447 M9594 M9663 M9806* 
M11L90 M9108 M9456 M9614 M9665* M9822* 
M1102* M9130 M9466 M9618 M9669* M9836 
M1104 M9135 M9467 M9619 M9675* M9850 
M1104* M9144 M9476 M9622 M9676 M9850* 
M1106* M9164 M9491 M9622* M9676* M9851 
M1107 M9199 M9494 M9623 M9677 M9851* 
M1113* M9225 M9528 M9623* M9687 M9857 
M1133* M9227 M9531* M9624 M9687* M9859* 
M1134* M9244 M9534 M9624* M9699 M9860* 
M2215 M9302* M9539 M9625 M9701 M9866* 
M2517 M9314 M9543 M9625* M9703* M9867* 
M2527 M9316* M9565 M9626 M9706 M9874* 
M2528 M9320 M9567 M9628* M9715 M9875 
M2529 M9325 M9568 M9630* M9718* M9888* 
M2530 M9326 M9570 M9631* M9719* M9995* 
M25C22* M9327 M9571 M9639* M9720* PK704/M9741. 
M25C24 M9328 M9572 M9644 M9728* PK705/M9755 
M4017* M9334 M9574 M9642 M9730 MK817/M9888 
M4051* M9348 M9576 M9643 M9739 RF208 
M4056* M9357 M9580* M9649 M9739* 

M4061* M9390 M9583* M9651 M9740* * Substitute 
M4331 M9411 M9585 M9651* M9744 part 
M4438/MN61. M9425 M9587* M9652 M9741* 


White Thermal Transistor Grease 


The Material Safety Data Sheet for 
this Grease can be viewed on our 
website at www.rfparts.com. 


Package...) 2: 4 Sizes et Pare Price 
Small Tube 6.5 grms Grease $ 2.50 ea 
Can (mfg:Thermalloy) 1 Ib. Therm251 19.95 ea 


Motorola Beta Coding 
MOTOROLA uses two methods to designate d.c. current 
gain (Beta) of popular RF Power Transistors; “COLOR DOT” and 
“LELTERICODES 


(Note: Some transistors may not carry the Beta test code.) 


Green 48-63 
_ Blue 57-18 
Violet 72-93 


BikBik 


Brn-Brn 


Orange 


Yellow 38-52 


Generally speaking, RF power gain (Pg) and Maximum Saturated 
Power Output (Po) will be higher with “High Beta” parts, however, 
amplifiers will tend to be less “rugged” and may require additional 
stabilization. 


Transistor Matching 


When an amplifier stage has two or more transistors, it is best to 
have all devices of the same gain and output to better equalize 
power sharing and d.c. current in each device. Other companies only 
offer matching of “Beta Codes’—hardly what matching is really 
about. 


RF PARTS COMPANY has developed a testing program to provide 
the service technician with PREMIUM MATCHED RF POWER 
TRANSISTORS, having the best quality and performance: First, we 
select transistors with the same “Lot Number’ and “d.c. Beta’. (This 
is where others stop and call the transistors “matched”.) Next, we 
test each transistor's B-E, B-C, and C-E junctions with a curve tracer 
to separate out those with “undesirable” junction characteristics. Only 
transistors with low Collector-Base leakage (Icbo) are accepted for 
further testing. Finally, these “PREMIUM” selected parts are placed 
in our RF Test Fixture, one at a time. The test measurement is noted 
on each part. Our transistor Power Gain test is measured at about 
50-60% of maximum peak power rating. (Note: Different drive power 
levels are used for the various transistors, and test numbers only 
apply for the particular part number under test.) 


We select the best parts for matched sets of 2, 4, 8, 16, etc. The 
number on the outside of the envelope is the Power Measurement 
of each transistor as discussed above. Use of our selected parts will 
help assure top performance and reliability in multi-transistor power 
amplifiers. 


Examples of popular transistors selected for these tests are: 
MRF150, MRF422, MRF448, MRF454, MRF455, MRF492, 
SRF3662, SRF3749, SRF3775, 2SC2290, 2SC2879, 2SC2904, 
2803133, SD1407, SD1446, SD1460, etc. 


Only RF PARTS offers 
PREMIUM SELECTED TRANSISTORS. 


ST Micro Electronics Beta Cross Reference 


J 7080-1 
80-90 


90-100 | N- 
M 100-110 


Tech Support 760-744-0500 


New Series MOSFET RF Power Transistors ae TOSHIBA 


Price and availability sub 


TRANSISTORS 


Radio-Frequency Power Transistors 
Toshiba provides high-power discrete 
transistors for HF, VHF and UHF 
applications. These devices are 


RF Parts Company * 2008 


best suited for high-power amplifiers 
and boosters. 


+008 ji +0.08 
0.4 -0.05 | 0.4 —0.05 
1520.1 | 1.5201 


VHF 
TV Broadcasting 


65% (typ) 2-22C2A 


40% PW-Mini 


55% PW-Mini 


45% PW-Mini 


50% PW-X 


co eo 


5 PW-Mini 


2SK3079A Family RadioService (FRS) 50% PW-X 


x PW-Mini 


45% PW-Mini 


Radios 


“Redes 60% PW-x 


high frequency Power Amplifier 
of telecommunications equipment 


2-5K1D 


64% (typ) 


high frequency Power Amplifier 


2 of telecommunications equipment 2-N51A 


Part Number Function ‘Application _ 


PHS, digital cordless phone, 
Wireless LAN IEEE802.11b/g 
Bluetooth classi. 


Gp = 35 dB (typ.) @ 1.92 GHZ, Po = 22.5 dBmW, Vcc = 3 V 
Gp = 27.5 dB (typ.) @ 2.45 GHz, Po = 18 dBmW, Vcc = 3.3 V 


SiGe MMIC 


Raat 1.9-2.5 GHz power amp 


Minimum order: $25 


TRANSISTORS 


Popular aimaninirs Transistors 


Pate Seta Beat 


2SA 
2SA310 
2SA473 
2SA562 
2SA564Q 
2SA564R 
2SA608 
2SA683 
2SA695 
2SA719 
2SA733 
2SA738 
2SA798 
2SA904 
2SA923 
2SA934 
2SA965A 
2SA966 
2SA968-Y 
2SA983K 
2SA984 
2SA985 
2SA999 
2SA1012 
2SA1013 
2SA1015 
2SA1048 GR 
2SA1102 
2SA1104 
2SA1115Y 
2SA1115-11-E 
2SA1121 
2SA1152 
2SA1154 
2SA1162GR 
2SA1179 M6 
2SA1207-T 
2SA1215 
2SA1244 
2SA1282 
2SA1286 
2SA1301-0 
2SA1302-0 
2SA1348 
2SA1356Y 
2SA1386 
2SA1406 
2SA1475 


JAPANESE 
T-31A 


Call 
2.15 
45 


1.20 
Call 


Call 


1.65 
1.70 


1.40 


fo 


3.75 
Call 


Call 
1.25 


5.50 
1.95 
1.50 
1.25 
3.93 

Call 

Call 
1.25 
5.50 
4.95 
1.10 


Net | 


} 


Pat#  —Ss——siNt. 
2SA1491 3.93 | 
2SA1492 4.90 | 
2SA1494 8.90 
2SA1667-Y 3.30 | 
2SA1736 Call | 
2SA1869 1.95 / 

| 
2SB 
2$B435 1.75 
2SB4960 3.20 
2SB510 1.95 
2SB511 1.35 
2SB525-D 1.93 | 
2SB560 55 
2SB564 69 | 
2SB596 3.25 | 
2SB624 1.25 | 
2SB633 145 | 
2SB649 1.15 | 

 2SB698 59 
2SB707 3.40 | 

} 
2SB754 Call | 
2SB775 2.90 
2SB798DL/DK Call | 
2SB810 65 | 
2SB817 6.95 
2SB822 1.55 
2SB827 6.95 
2SB863 Call | 
2SB909M A5 | 
2SB951 1.55 | 
2SB1135 Call | 
2$B1143 119 | 
2SB1163 6.45 | 
2SB1182 Call | 
2SB1302-S 6.95 | 
2se : 
2SC320 Call | 
280385 1.95 | 
2SC451 3.30 | 
2SC458 50 
2SC460 50 
2SC495 85 | 
2SC496 Call 
2SC508 4.85 
2SC535C 50 
2SC536 Call 

CASE 79-04 
STYLES 1,5 (TO-39CE) 


ic 15 Sa, ae Net: -.|\. Part#in > 1.5 see Nets 1 Part # ee ee Noe 
2SC681 4.95 | 2801359 50 | 2SC1972MP _Call 
28C703 call | 2S¢1383 65 | 2801973 2.50 
2SC710 2.25 | 28¢1419 call | 2SC1975Q 4.23 
2SC730 5.55 | 28¢1424 4.45 | 2SC1978 Call 
2SC731 8.93 | 28C1445 740 | 2801986 2.95 
2SC741 5.90 2801449 1.40 | 28¢2026 95 
2SC756 call | 2SC1475 Call | 28¢2028 2.45 
2SC763 75 | 28C1518 call | 28¢2029 5.95 
2SC7T6/ECG195A 8.95 | 2SC1571G 55 | 28C2053 1.25 
2SC778 Call | 2SC1583 1.83 | 28C2055 2.50 
2SC784R 50 | 28C1589 8.93 | 2SC2056 8.85 
2SC789 1.75 | 2SC1605A Call | 2SC2058 60 
2SC790 115 | 2S¢1623 85 | 2SC2068 1.13 
2SC799 5.33 | 2SC1674L 113 | 2S¢2075 2.95 
2SC828 Call | 2SC1675K 1.50 | 282076 4.20 
2SC839 Call | 28C1678 2.73 | 28C2078 Call 
25C900 80 28¢1729 17.95 | 2SC2081 16.90 
25¢904 call | 2SC1730L call | 2SC2086D 1.20 
2SC908 6.95 | 2SC1756 80 | 28C2087 Call 
280923 1.90 | 2SC1757K Call | 2SC2091 90 
28944 75 | 2801815 50 | 28¢2094 14.95 
2SC945A 45 | 2801826 1.20 | 2SC2097H 29.95 
2SC946P Call | 2801844 99 | 2SC2097HMP 67.90 
2scos1 @ ~—sCall::'|-28C1906 call | 2Sc2099 Call 
2SC998 9.40 | 2801923 50 | 28¢2101 Call 
2SC1000GR 75 | 28C1944 call | 2802102 Call 
28C1011 2.95 | 2801945 795 | 2SC2103A 35.95 
28¢1012 2.93 | 2801946 19.90 | 2SC2106 Call 
28¢1013 Call | 28C1946A —«-21.95_| 2SC2120 70 
2801014 Call | 28¢1947 call | 282131 5.70 
25C1030 3.50 | 28C1955 9.90 | 2SC2132A 39.95 
28C1034 14.65 | 28C1957 2.95 | 28C2133 109.95 
2801047 50 | 28C1964A 21.90 _| 2802163 42.30 
281061 1.95 | 2801966 15.85 | 28C2166C 3.95 
25¢1096 1.25 | 28C1967 23.75 | 2SC2166-MP 12.70 
28C1122A 19.93 | 2SC1968A 19.95 | 28C2178 Call 
Se may 2201969 Original Mitsubishi 
2801165 2.95 | 
28C1172 Call & 
28C1172B 4.95 ci aif 
281173 2.55 
2801213 50 | a Yl 
2801302 Call $9.95 ea.| 
2801306 @ Call | $25.50 for a Matched Pair’ 
2801307 call | 2S¢1970 210 | 2S¢2181 41.65 
2SC1308K Call | 2801974 call | 282199 9.95 
2801316 950 | 2SC1971MP call | 2502221 8.25 
2801345 55 | 28¢1972 Call | 2SC2230 1.25 
CASE 79-05 CASE 145A-09 
STYLES 5,7 (T0-39CE) 


STYLE 1 (.380” stud) 


www.rfparts.com 


STYLE 4 (.500” stud) 


Patt 42 Net | Part# Net_ 
2SC2230-AY 1.25 | 2SC2509 Call 
2SC2230-GR 125 | 2SC2509MP Call 
2SC2230-Y 1.25 | 2SC2510A 29.95 
2$C2233 2.60 | 2SC2510AMP 54.90 
2$C2235 80 | 2SC2528 4.60 
28C2236 1.95 | 2502538 1.85 
28C2237 11.30 | 28¢2539 12.95 
2SC2238-Y 1.65 | 2SC2540 19.95 
2$C2245 7.80 |. 2SC2555 2.30 
2SC2258 1.55 | 2SC2558 24.70 
28C2274 55 | 2802559 Call 
28C2281 27.20 | 2SC2570 1.25 
2SC2283K 13.90 | 2SC2579 3.73 
2SC2284A Call | 25C2586 Call 
2SC2287 Call | 2SC2594 1.30 
2SC2289 17.95 | 2SC2603 95 
2SC2290 use 2SC2290A | 2SC2609 Call 
2SC2290MP 45.90 | 2SC2627 15.25 
2SC2290MQ 91.80 | 2SC2628 27.75 
2SC2290M8 181.60 | 2SC2629 22.95 
2SC2290A (1-4) 19.95 | 2SC2630 27.95 
(5-9) 19.70 | 2SC2638 28.30 

(10-24) 19.40 | 2SC2640 24.90 

(24-up) Call | 2SC2641 21.20 
2SC2290AMP 43.90 | 2SC2642 39.90 
28C2299 Call | 28C2643 33.95 
2SC2307 5.20 | 2SC2644 1.20 
2SC2312C Call | 2SC2652 Call 
2SC2312MP-—S—Call_:~||:~2SC2652MP Call 
28C2314E 1.75 | 2SC26680/Y 1.23 
2$C2329 8.35 | 2SC2673 65 
2SC2330-0 1.95 | 28¢2694 Call 
2$C2347 90 | 28C2694 MP Call 
2$C2353 2.60 | 2SC2695 39.95 
2SC2379 37.95 | 2SC2705 1.10 
2SC2381 49.95 | 2SC2712 75 
2SC2383 185 | 2SC2714Y 1.25 
28C2393 Call | 28C2724 85 
2$C2395 30.95 | 2802762 Call 
2SC2395MP 66.90 | 2SC2782 31.75 
2SC2407 2.00 | 2SC2782MP 70.50 
2SC2458Y 50 | 2SC2782A 29.95 
2SC2462 Call | 2SC2782AMP 64.90 
2$C2494 27.95 | 28C2783 Call 
2$C2495 Call | 2SC2783 MP Call 
2SC2498 Call | 2SC2785 65 
28C2501 Call | 2SC2786 80 

2SC2508 Call (continued) 

CASE 145A-10 


Price and a TR ANSISTORS 3 
Popular Japanese Transistors : 
Pot# Net |} Part# Net | Part# Net | Part# = Net | Part# Net | Pat#H Net_ | Part # Net [FS 
2s¢ 2SC2988 4.65 | 2SC3298 1.30 | 2SC4058 5.25 | 28D1134 Call | 28K135 Call | 2SK3074 1.25 fo 
2SC2812L5 60 po 2sczo9ey 90 | 2SC3314E 2.15 | 28¢4123 6.05 | 2801135 1.85 | 2SK161-0 2.00 | 2SK3075 5.25 5 
2SC2814F4 55 | 282999 2.95 | 2SC3315¢C 1.95 | 28C4167 19.90 | 2SD1159 1.50 | 2SK161GR 2.00 | 2SK3078A 125 
2SC2814F5 Call | 2SC3001 24.95 | 2SC3337 1.55 | 2SC4200 5.95 | 2SD1192 1.95 | 2SK168 2.00 | 2SK3079A 3.50 Ry 
2SC2834A Call | 2SC3017 12.95 | 2SC3345Y Call | 2SC4236 6.55 | 2SD1193 3.55 | 2SK170-BL 2.00 | 2SK3475 90 fy 
2SC2837 4.60 | 2SC3018 7.95 | 2SC3350 75 | 28C4237 7.50 | 2SD1225M 1.75 | 2SK184Y 2.00 | 2SK3476 5.25 
2SC2839 50 | 2803019 Call | 2SC3355 1.60 | 28C4240 28.95 | 2SD1229 2.70 | 2SK185 3.75 | 2SK3656 1.00 
2SC2878E Call | 2SC3020 19.75 | 2803356 95 | 28¢4242 3.35 | 2S8D1267 95 | 2SK187-D 1.75 | 2SK3756 1.00 

The difference between the 252879 and the WMCReeea 3.95 | 28¢4310 685 | 2801272 2.65 | 2SK192A 1.70 | 2SK4037 4.95 

2SC2879A is that the “A” version is RoHS Iimesexkiar 3.95 | 28C4381-Y 3.10 | 28D1279 6.65 | 2SK209 Caries. Oe Dae 

compliant, and uses an Aluminum Nitrite Bae eeyc 15.00 | 2SC4524 29.95 | 2SD1406Y Call | 2SK210-GR 2.00 | 38K 

insulator (color gray) on the header vs. 

Berillium Oxide (color white). 2SC3398 1.40 | 28¢4547 2.20 | 2SD1408-Y 2.85 | 2SK241-GR 2.00 | 3sk39 2.40 
2SC3399 69 | 2804624 Call | 2801415 1.65 | 2SK241Y 2.40 | 3Sk40 use 40673 
2SC3402 50 | 2SC4728 (s) 3.95 | 2SD1427 3.90 | 28K301 2.00 | 3SK45 Call 
2803404 27.95 | 2804742 4.45 | 2SD1428 4.70 | 2SK302GR 2.50 | 3SK63GR Call 
2SC3419Y 1.95 | 2SC4744 5.95 | 28D1432 4.95 | 2SK302¥ 2.50 | 3SK72 2.93 
2SC3421Y 95 | 28C4770 5.95 | 2SD1554 3.83 | 2SK324 10.85 | 3SK73GR 2.93 
2803422 95 | 2SC4838 29.95 | 2$D1555 4.25 | 2SK330 2.00 | 3SK74L 2.93 

2SC2879A 2$C2879 2SC3461 5.15 | 2SC4977 6.95 | 2SD1556 4.25 | 2SK408-01 12.95 | 3SK74 K/M 
2SC3519 5.30 | 2SC4989 Call | 2801650 3.30 | 2SK507 3.20 | 3SK77GR Call 

2SC2879 25.00 | 2SC3021 16.95 | 2SC3537 34.95 | 2SC5125 sub 28c2782 | 2SD1667 2.25 | 2SK508L 2.00 | 3SK78-GR 4.45 

2SC2879MP 51.90 | 2SC3022 24.95 | 2SC3538 Call | Boe Se | \easb1748 3.95 | 2SK520L 5.85 | 3SK81 1.90 

2SC2879MQ 103.80 | 2SC3026 7.95 | 2SC3541 Call | 28D | 2SD1757-K 1.55 | 28K623 Call | 3SK85 2.95 

2SC2879 M/8 202.40 | 2SC3039 145 | 2S¢3544 3.35 | 2SD180 Call | 2SD1877 6.15 | 2SK727 7.70 | 3SK88 89.95 

2SC2879 M/16 396.00 | 2SC3042 3.50 | 2SC3606 60 | 28D188 Call | 2SD1887 2.95 | 2SK790 6.25 | 3SK97 

2SC2879A(1-4) 21.95 | 25C3055 1.75 | 2SC3628 32.65 | 2SD235Y 4.95 | 2SD1902 1.50 | 2SK791 5.43 | 3SK102 

(5-9) 24.30 | 2SC3071 65 | 2SC3638 9.70 | 2SD313E 135 | 2802125 5.60 | 2SK792 5.10 | 38K113 Call 
(10-24) 20.75 | 283101 12.95 | 28C3653 1.10 | 2SD355E Call | Cas aed | 2SK793 625 | 3sk12iv 4,93 
(25-up) Call {| 2SC3102 Call | 2SC3656 55 | 2SD471L Call | 28d - 28K 2SK794 5.90 | 3SK142 P 4.45 

2SC2879AMP 47.90 | 2SC3103 25.40 | 2SC3657 6.75 | 280536 Call | 28)430 $ 1.45 | 2SK933 1.95 | 3SK174 4.90 

2SC2885 3.50 | 2SC3104 18.95 | 2SC3661 1.95 | 2SD596 90 | 2SJ106-GR 119 | 2Sk1082 14.40 | 3SK177 1.75 

2SC2898 6.85 | 2SC3105 91.70 | 2SC3678 5.75 | 2SD613 1.40 | 28)210 3.30 | 2SK1087 9.25 | 3Sk195 2.95 

2SC2899 4.25 | 2SC3121 1.95 | 2SC3688 6.70 | 280633 1.20 | 2Sk19 2.00 | 2SK1088 9.95 | 3SK121Y 4.93 

2802904 41.70 | 2SC3133 MP Call | 2SC3750 3.95 | 2SD637 50 | 2SK23A 2.00 | 2SK1113 2.65 | Whe Siw sthotes 

28C2904MP 89.90 | 2SC3135 2.00 | 2S¢3774 3.95 | 2SD717 Call | 2SK30A-Y 2.00 | 2SK1117 3.95 | LOW NOISE GAS FET 

2SC2905 29.95 | 2SC3139 50.70 | 28C3772 1.50 | 2SD797 Call | 28K33 2.00 | 28K1118 3.60 | BF966S 4.95 

2SC2905MP 69.80 | 2SC3140 Call | 2803781 1.65 | 2SD822 2.95 | 2SK34 Call | 2S8K1169 9.95 | BF980 2.00 

2SC2907 Call | 2SC3140 MP Call | 2SC3783 3.60 | 2SD837 1.80 | 2SK40 5.95 | 2SK1191 13.95 | MGF1302 6.70 

2SC2909 50 | 2803147 Call | 2SC3855-A 3.75 | 2SD856 1.00 | 2SK44C 2.00 | 2SK1310A 119.95 | MGF1303B Call 

2SC2914 3.95 | 2SC3148 Call | 2SC3858 8.40 | 2SD880 Call | 2Sk48 2.95 | 2SK1358 778 | MGF1402 Call 

2SC2915 155.70 | 2SC3150 2.10 | 2803875 Call | 2SD882Q Call | 2SK54 2.00 | 2SK1459 2.75 | MGF1501 8.95 

2SC2932 20.95 | 2SC3152 2.35 | 2SC3883 call | 2sD892 65 | 2SK61 2.00 | 2SK1530 6.90 | MGF4319G 7.95 

2SC2933 27.35 | 2SC3180NR 3.10 | 2SC3887-A 4.45 | 2SD1012 50 | 2SK74L 195 | 2SK2854 1.65 | MGF4919G 3.95 

2SC2936 11.80 | 28C3240 Call | 2SC3907 3.95 | 2SD1046 2.65 | 2SK103M 1.95 | 2SK2855 1.65 | MRF966 = 3.95 

2SC2954 3.95 | 2SC3241 29.95 | 28C3908 Call | 2SD1047 Call | 2S8K104 2.00 | 2SK2973 4.35 | NE25137/3SK174 4.90 

2SC2966Y Bai 2scs24) 85 | 2803954 Call | 2SD1060 85 | 28K117 2.00 | 2SK2974 Call | NE25139/3SK177 3.75 

202983 1.65 | 2SC3246 125 | 2SC3963-Y 1.65 | 2SD1061 2.40 | 2SK118 2.00 | 2SK2975 13.00 | NE32184A 5.95 

2SC2985 5.60 | 2SC3281 call | 2SC4053 290 | 28D1117 695 | 2SK128 2.00 | 2SK2596 | NE41137 use 38K174 


RF Parts buys ce 
RF Semiconductors | 
Contact Steve. 


Phone: 800-737-2787 


ext. 316 
A Fax: 760-744-1943 
CASE 211-11 CASE 221A-04 CASE 244-04 CASE 316A-01 CASE 317-01 e-mail: 


STYLES 1,2 (.500”flange) STYLES 1,2 (TO-220AB) STYLES 1,3,4 (.280” stud) STYLE 1 STYLE 2 (MACRO-X) steve@rfparts.com 


11 


Minimum order: $25 


- www.rfparts.com 


TRANSISTORS 
Misc. Transistors 2N + 3N ~ PT + SD 


Par: | 2 BSA Net oat ‘Part #22, 2 eb Net) Park te ee INGE) i; PON Ae oS ob | Net. | SPerte 2b see roe Net. °[" Part#ies . ape 
2N | 2N3635 2N5446 scr Call | 2N6096 PNP3Ow Call | A50-12stud use MRF453A | CD5590 14.95 
2N174. PNP 9.95 | 2N3644 : 59 | 2N5458  JFET 4.75 | 2N6096 MP PNP Call CD7012 24.50 
2N174A PNP 9.95 | 2N3646 1.00 | 2N5484 41.10 | 2N6102 2.95 | B : CM40-12 30.25 
2N277. PNP ~—- 17.95. | 2N3702 50 | 2N5486 1.10 | 2N6107 2.25 | B2131@ 21.90 | CM60-12A Call 
2N396A 1.95 | 2N3740 2.95 | 2N5566dualJFET 895 | 2N6166S Moto 79.95 | B25-28 24.90 | CRN4 2.95 
2N457A 14.95 | 2N3771_—sST 2.95 | 2N5589 MOT 27.95 | 2N6167 ser 11.95 | BF966S 495 | DB 
2N538A 2.95 | 2N3772 ST 2.95 | 2N5590 MOT 27.95 | 2N6179 1.10 | BF980 2.00 | D304 Call 
QN681 = scr, —i—«é183.98 | 23773 MOT 3.75 | 2N5591 MOT 27.95 | 2Ne199 see 825-28 BFR9O 1.25 | D44T8 3.25 
2N685 scr 18.90 | 2N3819 By. Bae | 2N5637 MSC 16.95 | 2N6214 9.80 | BFRIL — Moto 3.95 | D45H2 2.80 
2N686 scr 18.90 | 2N3820 1.25 | 2N5639  JFET 1.60 | 2N6233 4.75 | BFR91A Philips | 3.45 | DU1260T Call 
2N690 scr 18.90 | 2N3822 2.95 | 2N5640 JET 1.60 | 2N6236 SCR 60 | BFR96 Philips 2.75 | DU2880T Call 
2N697 3.30 | 2N3822. JAN 3.95 | 2N5641 Moto Call | 2N6255 MOT Call | BFRS6 MOT 2.95 | DU28120T Call 
2N706 135 | 2N3866 MSC 4.95 | 2N5641 MEV 22.50 | 2N6255 MSC Call | BFY-90 MSC 2.50 | DV2840S Call 
2N918 1.45 | 2N3866 MOT 3.95 | 2N5641 SSS 19.95 | 2N6258 7.50 | BFY90 APT 2.50 | DX541CF 38.00 
| 2N930 75 | 2N3898 ser 18.90 | 2N5642 MEV 22.50 2N6286 6.80 | BLFI45 Philips 37.50 
2N1305 2.35 | 2N3903 20 | 2N5642 Moto Call | 2N6292 1.95 | BLF147 Philips 64.50 | E 
2N1308 RCA 4.95 | 2N3904 35 2N5643.. Moto Call | 2N6304 MSC 195 | BLF175 Philips 35.95 | E339 MSC 19.95 
2N1358 Call | 2N3906 38 | 2N6643 MEV 22.50 | 2N6307 8,90 | BLF177-PH Philips Call | ECG232 2.00 
2N1522 PNP Call | 2N3926 37.00 | 2N5643. SSS_ 27.95 | 2N6316 7.95 | BLF177-NXP 4795 | ECG317 Call 
2N1523 17.95 | 2N4033 75 | 2N5643 APT/MSC 27.95 | 2N6340 8.90 | BLF242 Philips 24.95 | ECG340 4.95 
2N1545 Call | 2N4036 2.95 | 2N5643-MPMoto 81.00 | 2N6354 8.90 | BLF244-PH Philips 24.95 | EN369DR 1.99 
2N2102 1.45 | 2N4048 PNP Call | 2N5646 16.95 | 2N6386 2.90 | BLF244-NXP 22.95 | - (5+) 1.40 
2N2219A 95 | 2N4123 45 | 2N5685 call | 2N6387 1.05 | BLF245 Philips 29.95 | ENS6QFN 1.99 
2N2222A plastic 40 | 2N4124 Call | 2N5686 MOT 8.95 | 2N6427 1.90 | BLF246B 43.95 (5+) 1.40 
B) 2N2222A metal 65 | 2N4125 50 | 2N5686 SSI 6.95 | 2N6439-MA 47.95 | BLF248 Philips 154.95 | EN1230 1.99 
f 2N2369 69 | 2N4222 JFET 70 | 2N5756 RCA 4.95 | 2N6455 MP 49,00 | BLF278-PH Philips 109.95 (5+) 1.40 
2N2369A 85 | 2N4234 3.90 | 2N5770 — 50 | 2N6456 29.95 | BLF278-NXP 105.00 | ERF2030 2.75 
2N2708 1.89 | 2N4342 JFET 1.25 | 2N5882 Call | 2N6505_ sor 4.25 | BLF861A NXP 134.95 _ 
2N2740 17.50 | 2N4392  JFET 1.25 | 2N5885 OnSemi 6.95 | 2N6545 MOT 7.95 | BLU3042 Call | F 
2N2857 MSC 2.75 | 2N4401 1.25 | 2N5886 Call | 2N6552 2.65 | BLV99 Call | F2012-1 Polyfet Call 
2N2905 MEV 65 | 2N4402 Call | 2N5913 3.75 | 2N6558 2.85 | BLX13 Call | eee 
2N2905A ST 1.25 | 2N4403 35 | 2N5944. MOT — 19.95 | 2N6660 4.35 | BLX14 27.00 | H. 
2N2905A MOT 1.45 | 2N4416A 2.50 | 2N5945 MOT 24.95 | 2N6668 3.80 | BLX66 Call | HPMA-2086 1.85 
2N2907 plastic AO | 2N4427 APT 5.95 | 2N5946 Call 2N6849 17.50 | BLY87C Call | 
# | 2N2907A metal 55 | 2N4427 SSS 3.95 | 2N5947 Call | 2N6986 Call | BLY88C Philips 27.95 | I 
I= 2N3019 95 | 2N4427 MSC 5.95 | 2N5950 Aw gb) re BLY89C Call | IRF140 5.95 
f=) 2N3055 -MOT 3.95 | 2N4427 MOT 5.95 | 2N5964 95 | 3N BLYQOCF . | IRF540 1.95 
2N3055 -MSC 1.75 | 2N4427-ST 6.95 | 2N6035 2.65 | 3N140 RCA 4.95 | BLY93C 47.50 | IRF520 1.95 
2N3056 | 2N4431 MSC 47.50 | 2N6037 2.25 | 3N152 RCA 4.95 | BSX-20 2.35 | IRF524 Call 
2N3252 70 | 2N4906 10.95 | 2N6038 2.25 | 3N153 MFET 8.95 | BUV26 2.95 | IRF540 4.50 
2N3373. ST 12.95 | 2N5031 MSC 2.25 | 2N6044 2.00 | 3N204 Call | BLU98 use MRF581 | ITT975 50 
2N3375 ST 21.95 | 2N5036 5.90 | 2N6045 180 | 3N211 9.45 | Bug14 1.05 iu15 >| aaa 
2N3375 MEV —- 17.95 _| 2N5090 29.90 | 2N6051 6.95 | 3N212 8.05 ip eae J 
2N3402 Call | 2N5109 SGS 7.95 | 2N6055 790 | 3N213 8.95 | 6 | J410 JFET 1.45 
2N3439 2.95 | 2N5109 MOT Call | 2N6057 4.20 | 3N246 1.20 | C1212 24.30 | J113 JFET 1.30 
2N3440 2.95 | 2N5172 75 | 2N6080 MOT 24.95 | 3N257 1.35 | CD1601 Call | J174 JFET 1.25 
2N3478 Call | 2N5179 MOT 3.35 | 2N6080 MEV 19.95 | 4N25 1.95 | CD2097 14.95 | J309 JFET Call 
2N3501 1.80 | 2N5179 MSC 4.95 | 2N6081 MOT Call | CD2545 @ Call | J310 JFET 1.25 
2N3553 MEV 4.75 | 2N5180 Call | 2N6081 MEV — 19.95 | A CD2664A Call | JB1030 Call 
2N3553_ MSC 3.95 | 2N5181 Call | 2N6083 MOT 27.95 | ARF520 APT 24.95 | CD3414 Call | J03020 33,00 
2N3553_ MOT Call | 2N5189 2.70 | 2N6084 MOT 25.95 | ATF10135 MMIC 2.95 | CD3425 Call | JO2015A oy Gale 
2N3563 Call | 2N5194 170 | 2N6084 MP 57.90 | ATF10136 2.95 | CD3435 Call | J03055 35.00 
2N3565 Call | 2N5225 1.95 | 2N6084 M3 86.85 | ATF13736 7.50 | CD3439 Call ©. 2 ae 
2N3616 18.90 | 2N5241 Call 2N6094 PNPAw Call | ATF21186 2.25 | CD3495Atlas Mod avail. | M 
2N3632_ MEV = 19.50 | 2N5320 2.15 | 2N6095 PNP15w Call | AT41472 3.95 | CD3544 29.50 | MA4P959 1.95 
2N3634 90 | 2N5400 50 | 2N6095 MP PNP Call | AT4iaes 1.85 | CD4831 13.95 | MA4C101A 2.95 


CASE 317D-02 CASE 319-06 CASE 333-04 CASE 33A-02 CASE 368-02 
STYLE 2 STYLES 1,2,3 (CS-12) STYLE 1 ‘ STYLE 1 (MAAC PAC) STYLES 1,2 (HOG PAC) 


pport 760-744-0500 


Price and availabili 


‘Misc. Transisto 
ic dae os Ss = EE ee Sek 
MA862 1.25 
MCL2J 2.50 
MCR225 scr 4.35 
MFE132 3.95 
MFE201 5.95 
MFE204 3.95 
MFE5214 5.95 
MJ3000 3.05 
MJ4033 5.35 
MJ11012 7.25 
MJ11016 Call 
MJE180 1.80 
MJE340 1.00 
MJE370 60 
MJE524 1.80 
MJE801 1.90 
MJE3055K 5.93 
MJE3055T 1.80 
MPF102 1.25 
MPS204 4.95 
MPS911 Call 
MPS918 Call 
MPS2369 60 
MPS2907A 60 
MPS3563 1.95 
MPS3638 1.60 
MPS3703 60 
MPS3711 50 
MPS3866 2.25 
MPS6514 Call 
MPS6515 50 
MPS6519 1.60 
MPS6531 95 
MPS6534 1.60 
MPS6544 95 
MPS8099 95 
MPS8599 40 
MPSA06 40 
MPSA13 40 
MPSA14 45 
MPSA42 40 
MPSA55 50 
MPSA63 60 
MPSAQ2 40 
MPSA112 : 
MPSD54 see ECG232 
MPSHO4 40 
MPSH10 70 
MPSH32 1.80 
MPSU01 1.95 
MPSU04 2.30 
MPSUOS 2.95 
MPSU57 2.25 
MPX093 47.75 
MRAO610-3 Call 
MRA1000-3.5L Call 

CASE 375-03 
STYLE 2 


Minimum order: $25 _ 


rs 2N + 3N + P 
Net 


Parties sols. 6 INGt | 
MS1055 MSC 19.95 
MS1204 = APT 24.95 
MS1226 = APT 19.95 
MS1307/MPS1307 4.95 
MS1332 MSC 19.95 
MS1336 MSC 19.95 
MS1337 MSC 19.95 
MS1402 MSC 19.95 
MS1404 MSC 19.95 
MS1426 MSC/APT 19.95 
MS1454 MSC 24.95 
MS1480 MSC 29.95 
MS1490 MSC 29.95 
MS1507 — APT 19.95 
MS1626 MSC 19.95 
MS1649 MSC 5125 
MS2293 MSC 24.95 
MS2907A .60 
MS4040 MSC 19.95 
sol 

Bipolar MMIC Amplifier 
MS4080 MSC 19.95 
MS4280 MSC 19.95 
MS4300 MSC 19.95 
MS4775 MSC 24.95 
MS4820 MSC 24.95 
MS4910 MSC 24.95 
MSA-0785 Call 
MSA-1104 Call 
MSA-3111 Call 
MUR3O60PT Call 
N 

NE32184A 8.95 
NSD102 3.95 
NTE318 31.88 
NTE320 28.60 
NTE335 34.35 
NTE338 31.24 
NTE338F 37.66 
NTE351 21.19 
NTE352 Call 
NTE356 : 
NTE359 27.64 
NTE478 

P 

P124-401 19.95 
P25 Polyfet Call 
PHO810-4 Call 
PH0810-L5 Call 
PH1819-4N Call 
PH1819-10 Call 


CASE 382-01 
STYLE 1 


Ts SD 


Clit Le Ee Ae, 8 | Nets iit, Raita oer Net_ 
PH1819-33 . Call | $D1013-3 Call 
PMD11K100 Call | SD1013. MSC 19.95 
PN2222A 40 | $D1013-15H ST 15.95 
PN2905 45 | SD1015 Call 
PN2907 30 | SD1015-6 APT 19.95 
PN2907A 35 | $D1018-6 Call 
PN3643 95 | sp1019 Call 
PT6619 @ Call | SD1077 . 12.60 
PT8809 Call | SD1089 26.00 
PT8809S 18.00 | $D1115-7 14.80 
PT8811 Call | SD1124 ST 22.50 
PT8828 19.70 | SD1127 MSC 4.50 
PT8873 12.00 | $D1134-4 14.80 
PT8874 19.50 | SD1143 Stud 24.45 
PT9731 30.00 | $D1143-1 Flange 24.95 
PT9734F 28.00 | $D1143-MSC Call 
PT9754 24.00 | $D41143-10 Call 
PT9783 MP 87.00 | $D1212 Call 
PT9784 22.00 | sp1214 14.95 
PT9784 MP 49.00 | sp1229 42.00 
PT9847 MP 57.00 | $D1272 Call 
PT9852 22.75 | $D1275-1 MSC 19.95 
Pr Eine Sen uh SD1289 Call 
Q | $D1295 37.90 
Q100C 35.00 | $D1400-2 Call 
Q400E3 4.70 | $D1400-3 Call 
on it _ | $0140 32.00 
R | $D1405 MP 75.00 
RCA3055 4.20 | sp1407 36.00 
RCA40312 | SD1407 MP 78.00 
RCA40602 MOSFET 5.93 | $D1415 25.00 
RCA40673 MOSFET 693 | SD1416 Call 
RCA8203A 2.75 | $D1420-6 Call 
RF35 23.00 | SD1424 88.00 
RF120 Call | $D1426 Call 
RF208 14.00 | $D1428-2 Call 
RF2092 Call | $D1429-3 37.70 
RF2123 Call | $D1429-3 MP 82.00 
RF2124 Call | $D1430-02 MSC 19.95 
RF2171 Call | $D1434-09 Call 
RF3437 Call | sb1444 MSC 4.35 
RFP25 17.95 | sb1446 

_ | $p1450 Call 
$ | sp1451 @ Call 
SE4020 1.45 | sD1452 @ Call 
$1012 @ Call | SD1459 @ Call 
$30-12 Call | SD1460 Call 
$50-28 25.00 | $D1477 39.95 
$70-12 18.75 | SD1477 MP 89.90 
$100-28 MP 89.25 | $D1526 Call 
$504 21.23 | SD1562 Call 
S2800A __scr 2.30 | $D1487 use SRF3662 
SD 1006-7 2.00 | sD1900 Call 
$D1006-11 2.90 | spD1902 Call 
$p1012-3 MSC. 19.95 | sD1942 Call 
$D1012-4 14.74 | SD1920 Call 

CASE 397-01 
STYLE 1 


Paltites as, Eas «eR Net_ 
S$D2900 Call 
dialer 
Broadcast Transmitters. 
“& ala 

Call for current pricing. 
SD4590 Call 
$D4701 Call 
SE4020 1.45 
SE5025 1.55 
SK3849 2.95 
SM80-0600-2 Call 
SM2718 4.00 
T 
TH430B ST 34.95 
TH430C MSC 34.95 
TH430D MSC 34.95 
TH430E APT 34.95 
TH430F = APT 34.95 
TH560C ST 17.95 
TH562D MSC 19.95 
TH562E MSC/APT 19.95 
TH562F = MSC 19.95 
THA15E APT 39.95 
THA15F APT 39.95 
TIC106B1 1.80 
TIP29 55 
TIP29A 55 
TIP29C 55 
TIP30C 1.65 
TIP31 .65 
TIP31A .65 
TIP31C 58S) 
TIP32A,C 95 
TIP32B Te5 
TIP33B,C 2.65 
TIP34A LAS) 
TIP34B 1.25 
TIP35B Spo 
TIP35C Sys) 
TIP41B,C .65 
TIP42B 65 
TIP42C 65 
TIP47 1.80 
TIP49 1.00 
TIP50 Call 
TIP100 1.80 
TIP102 1.40 
TIP106 1.90 
CASE 412-01 

STYLE 1 


TRANSISTORS 


Parts pa eee, 
| TIP107 10 

TIP140 1.40 

TIP141 Abate, 

TIP112 95 

TIP116 1.25 

TIP147 1.10 

TIP120 1.10 

TIP121 1.00 

TIP122 she. 

TIP125 .80 

TIP127 70 

TIP141 

TIP142 

TIP147 

TIP3055 

TIPL760 

TRF559 

TSD2902 

TSD2904 

TSD2921 

TXL50 

TXL-60 

TXL125 

U 

U309 Moto 3.95 

y 

Y2388B Call 

Y2403A Call 

Zz 

Z0-28 15.00 

# 

8T64A 1.95 

8H18 ST 15.95 

51R-84312B01 Call 

75D05 MOT Call 

201-4 Call 

301-695-5 18.00 

301-696-6 15.00 

301-733-4 18.00 

632P1 GE 45.00 

634-001 MSC 11.95 

0608-450 MEC Call 

1050-02 ST 12.95 

1407 Call 

1416-200 Acrian Call 

4163P1 GE 23.00 

6191P3 GE 23.00 

124331 Moto 8.95 

68068 — Acrian Call 


5490810 PNP GE MsrPro 12.95 
851931 SawTek Call 


CASE 744a-01 
STYLE 1 


RF Parts Company * 2008 


TRANSISTORS 


Motorola « APT « M/A-Com e Microsemi 


2 a 


MRF134 
MRF134-MA 
MRF136 
MRF136-MA 
MRF136 MP 
MRF136Y 
MRF136Y-MA 
MRF137 
MRF137-MA 
MRF140 
MRF140-MA 
MRF140 MP 
MRF141. 
MRF141-MA 
MRF141 MP 
MRF141G-MA 
MRF141G 
MRF145 

| MRF148 
MRF148A-MA 
MRF150 
MRF150-MA 
MRF150-MP MA 
MRF151. 
MRF154-MA 


~ $37.95 
19.25 
37.95 
19.90 
62.50 
72.95 
62.95 
32.95 
24.50 
79.90 
64.90 
190.00 
79.95 
64.95 
183.00 
134.95 
189.90 
65.00 
Call 
31.75 
79.95 
49.95 
125.00 
74.95 
48.95 


Net | 


| 


| 


| MRF156 


MRF157 


| MRF157-MA 


| MRF158-MA 


| MRF164W 


MRF166C-MA 
MRF166W-MA 
MRF171A-MA 
MRF171A 
MRF173 
MRF173-MA 
MRF173CQ 
MRF174 
MRF174-MA 
MRF175GU 


| MRF475GV 


MRF475LV-MA 
MRF176GU 
MRF176GV 
MRF206 
MRF207 


| MRF208 


MRF212 
MRF220 


MRF221 


MRF151MP-MA 
MRF151G 
MRF151G-MA 
MRF151G-MA-M 
MRF153 
MRF154-MA 
MRF154 
MRF154-MP 


107.90 
179.95 
109.95 
115.00 
250.00 
445.00 

Call 
950.00 


| 


t 
} 
\ 
; 
| 
‘ 
{ 
{ 


| MRF221 MP 


MRF222 
MRF224 
MRF224 MP 
MRF226 
MRF227 


| MRF227-MSC 
MRF229 


42.00 
19.90 
Call 
Call 
32.90 
13.95 
7.95 
14.90 


} 


MRF231 
MRF232 
MRF233 
MRF234 
MRF237 
MRF237 
MRF238 
MRF239 
MRF240 Stud 
MRF240 MP 


MRF240A Flange See Website 


MRF240A MP 49.80 
MRF245 33.73 
MRF245 MP 72.20 
MRF247 use 2SC2782 
MRF248 39.90 
MRF248 MP 89.90 
MRF250 20.00 
MRF255 Call 
MRF260 13.95 
MRF260 MP 29.50 
MRF261 7.95 
MRF262 19.95 
MRF264 27.70 
MRF264 MP 59.20 
MRF275G 189.95 
MRF275G-MA 139.96 
MRF275L 93.50 
MRF309 37.93 
MRF309 MP 88.90 
MRF314-MA 24.95 
MRF314 34.95 
MRF314 MP 79.90 
MRF314A 39:75 
MRF314A MP Call 
MRF315A MP. Tic Call 
MRF315 Call 
MRF315 MP 149.40 
MRF316 39.00 
MRF316 MP 86.00 
MRF317 89.90 
MRF317-MA 44.95 


All parts on this page manufactured by 


Motorola unless noted otherwise. 
Porto 5 oe 
MRF317 MP 190.00 
MRF321-MA 32.95 
MRF321 34.95 
MRF321-MA 32.95 

| MRF323 35.95 
MRF323-MA 32.90 
MRF325 Call 

| MRF326 Call 
MRF327 49.90 
MRF327 MP 109.90 

MRF328 59.00 

| MRF329 64.00 

| MRF331 19.50 

| MRF338 88.75 
MRF392-MA 105.00 

| MRF401 15.50 
MRF401-MP 45.00 

| MRF406 Call 

| MRF406 MP 69.90 

| MRF412 14.50 

| MRF412 MP 49.90 

| MRF420 Call 
MRF421 49.95 
MRF421 MP 106.90 

MRF421 MQ 213.80 

| MRF422-MA 36.00 

| MRF422 HB 54.95 

MRF422HB-MP-MOT 119.00 

| MRF422LB-MP-MOT 119.00 

| (Org/Yellow Kenwood) 

r Toshiba equiv. of MRF422MOT: 

| 2SC2510A 29.95 

| 2SC2510A-MP 65.00 

| MRF426 39.90 

| MRF426-MA 32.00 

| MRF426 MP 83.00 

| MRF426MP MA 73.00 
MRF426A 29.95 
MRF427 Call 

| MRF428-MA 68.50 
MRF428 74.00 
MRF428 MP-MA 149.00 


MRF429 
MRF429-MA 37.50 
MRF429 MP 125.00 
MRF429 MQ 256.00 
MRF433 Call 
MRF433 -MOT-MP Call 
MRF433 -RFP-MP Call 
MRF435 MP 110.00 
MRF448-MOT 87.50 
MRF448-MA 69.75 
MRF448 MP 190.00 
MRF448MP-MA 155.00 
MRF448 MQ 395.00 
MRF449 Call 
MRF449 MP Call 
MRF449A MP Call 
MRF450 Call 
MRF450 MP Call 
MRF450A 24.93 
MRF450A MP 55.90 
MRF453 17.00 
MRF453 MP 37.90 
MRF453 MQ 79.80 
MRF453A 31.00 
MRF453A MP 66.00 


MRF454/SRF3749 see SRF3749 


MRF454 36.95 
MRF454-MA 32.95 
MRF454 MP 80.90 
MRF454 MP-MA 72.90 
MRF454 MQ 161.80 
MRF454 MQ-MA 145.80 
MRF454A Call 
MRF455 see SRF3775 
MRF455 29.95 


Substitues available 


MRF455-MA 27.95 
MRF455 MP 65.00 
MRF455 MQ 130.00 
MRF455A Call 
MRF455A MP Call 
MRF458 19.50 


wusuw.rfparts.com 


MRF458 MP 
MRF458 MQ 90.00 
MRF460 18.00 
MRF460 MP 39.90 
MRF464 Call 
MRF464 MP 84.00 
MRF466 36.00 
MRF466 MP 79.80 
MRF475 9.95 
MRF475 MP 27.00 
MRF476 —- Sub 2SC2166 
MRF477 “Call 
MRF479 18.00 
MRF479 MP 44,90 
MRF485HB 23,95 
MRF485HB MP 53.90 
MRF485LB MP Call 
(Org/Yellow) 
MRF486 Call 
MRF492 34.95 
MRF492 MP 75.90 
MRF492 MQ 151.80 
MRF492A 21.95 
MRF492A MP 49,90 
MRF497 39.95 
MRF497 MP 86.90 
MRF502 1.95 
MRF515_ 2.95 
MRF517 5.75 
MRF517 = APT.-—Ss«4.95 
MRF517 MSC 4.95 
MRF5214 9.90 
MRF531 3.95 
MRF544 5.25 
MRF544. APT._—S—s«4,.25 
MRF545. MSC 4.95 
MRF545. = APT.-~—Ss«4.385 
MRF553 4.25 
MRF553. MSC 2.95 
MRF553G APT =. 1.25 
MRF555 4.95 
MRF555 MSC 4.25 


All parts on 14-15 are manufactured by Motorola unless noted otherwise. 


MOTOROLA Vi 


Please call for quantity pricing. | 


if 


TRANSISTORS 


All parts on this page manufactured by pr 
Motorola unless noted otherwise. MOTOROLA [fj 


pany 


MRF650 MP 106.00 | MRF901 1.95 | MRF9O14L 1.83 | SRF3627 14.95 | SRF7000-90 Call 
MRF557 MSC 1.60 | MRF652 35.90 | MRF904 MSC 3,00 | MWA11O 19.95 | SRF3653 32.00 | SRF7000-90 MP Call 5 
MRF559 3.50 | MRF652S surfacemt. Call | MRF904 APT ~—-2.50_ | MWA120 27.95 | SRF3653 MP 68.00 | SRF7000-90 MQ Call Be 
MRF559 MSC 1.95 | MRF653 Call | MRF944 9.90 | MWA120 MSC 25.00 | SRF3653 MQ 138.00 | SRFH1900 use MRF260 (a 
MRF571 4.90 | MRF653S surface mt. Call | MRF951 Call | MWA130 Call | SRF3662 39.95 | TP3007S 11.50 a 
MRF581. 2.95 | MRF654 29.95 | MRF966 5.93 | MWA130 MSC 27.50 | SRF3662MP 85.00 | TP3022B 59.00 
‘MRF581. = APT-~=—s«1.45-| MRF658 47.50 | MRF1OO1A 2.95 | (1843-0213) SRF3749 25.95 | TPV8100B Call 
MRF581A 4.40 | MRF658 MP 129.00 | MRF15030 Call | MWA220 27.95 | SRF3749 MP 55.90 | UTV8100B APT 129.50 
MRF581A APT 3.95 | MRF66O 19.75 | MRF1015MB 53.90 | MWA230 Call | SRF3749 MQ 111.00 | M25C24 36.00 
MRF581A MSC 3.95 | MRF752 Call | MRF1090MA 49.50 | MWA230 MSC 29,95 | SRF3775/MRF455 16.95 
MRF586 MSC 4.95 | MRF754 32.90 | MRF1150MA 42.50 | MWA320 29.95 | SRF3775 MP 8790 Wbtek hii, =o he mania. 
MRF607 2.85 | MRF837 Call | MRF1150MB 59.90 | SRF2017 Call | SRF3775 MQ 75.30 | HB High Beta 
MRF607-S trimleads 1.95 | MRF839 Call | MRF1946 25.95 | SRF2072 21.95 | SRF3795/MRF454 26.00 | LB Low Beta 
MRF627 Call | MRF839F Call | MRF1946A 25.95 | SRF2072 MP 47.90 | SRF3795 MP 56.00 | wp matched Pair 
MRF629 4.75 | MRF841 Call | MRF2628 33.00 | SRF2072MQ 95.80 | SRF3795 MQ 112.00 MQ Matched Quad 
MRF630 41.95 | MRF843 Call | MRF3866 APT 1.00 | SRF2281 Call | SRF3800/MRF492 29.95 ‘ 
MRF630 MSC 9.95 | MRF843F 49.90 | MRF3866 3.25 | SRF2442K 24.75 | SRF3800 MP 59.90 “S Trim Leads 
MRF641. 34.95 | MRF844 49.90 | MRF4427 MSC 1.00 | SRF2483 26.75 | SRF3800 MQ 118.80 
MRF641  TRW 28.95 | MRF846 Call | MRF5003 call | SRF2543 15.00 | SRF3836P cai | MOT Motorola 
MRF641. MP 74.90 | MRF847 44.95 | MRF5007 32.00 | SRF2604-1 25.00 | SRF3837 cal | MA NV/ACOM 
MRF644 27.50 | MRF858 Call | MRF5015 34.90 | SRF2648 21.25 | SRF3839 15.00 | APT Advanced 
MRF644 TRW 22.75 | MRF859 49.93 | MRF5812 2.95 | SRF2818K 16.95 | SRF3839 MP 33.00 | Power 
MRF644MP 60.00 | MRF873 37.73 | MRF5943 2.95 | SRF2838 Call | SRF3840H Transistor 
MRF646 39.95 | MRF891 45.95 | MRF5943. MSC 2.50 _| SRF3030 @.@@ | SRF3841H 27.40 
Trimmed Leads 
MRF646 MP 86.60 | MRF892 42.50 | MRF5943G APT 1.25 | SRF3417 @.@@ | SRF3883 se MBE oo! naw parts 
MRF648 44.95 | MRF896 24.95 | MRF5943C MSC 2.50 | SRF3605 Call | SRF3897 use MRF248 | Which have been 
MRF648 MP 96.90 | MRF897 72.00 | MRF8004 14.95 | SRF3614 35.75 | SRF3927 24.90 | prepped for PC 
| SRF3614 MP 75.50 | SRF3977 29.95 | board insertion. 


MRF650 49.00 | MRF898 79.80 | MRF8372 surfacemt. 2.95 


'|PNP Power Supply Switching Transistors 


GE Master Pro, etc., including ja 
inverters and DC-DC power supplies © 
used in older transceivers and 
linears. Rated 40 Amps max. Similar 

to 2N1522 & 2N4048. : 


Large quantity available. 


Part #: 5490810 
Special Price: $8.95 each 


-|HR2510 & HTX-100 High Power Modification 
Reprint of the 1993 “73 Magazine” article giving full 


modification information for doubling output power using the 
MRF497 transistor is available. 


Reprint may be requested at no charge when placing a parts order. 


19A129563G1 2.50 
19412956364 2.50 


TO6BPC 12.95 
74HC139 95 
78MO8CG 2.00 
78MO8HC 2.00 
7905C see MC7905 


7906C see MC7906 


AN103 
AN2140 
AN240P 
A AN374P 
AN612 
AN829/P/S 
AN1324 
AN6541 
BA5O1 
BA521 
BA10324A 
BA5404 
CA3020 
CA3081 
CA3081N 
CA3083N 
CA3085 
CA3086N 
CA3094T 
DS88570 
f DTAL24EK 
 cx79258 
HD14093BP 
ICM7207IPD 
ICM7208 
IR2429 
LA1260 
LA1266 
LA2110 
LA3401 
LA3600 
LA4140 
LA4160 
LAQ165M 
LA4180 
LA4192 
LA4440 
LA4446 
LA4460 
LA4465 
LA4480 
LA4508 
LA4510 
LA4555 


16 


2.00 
4.45 
2.15 
4.45 
3.95 
5.95 
75 
5.05 
2.65 
2.59 
2.85 
2.45 
10.50 
1.95 
1.25 
1.45 
3.10 
2.45 
3.45 
5.95 
89 
19.95 
2.20 
11.95 
21.95 
5.90 
2.25 


4.25 


3.55 | 


3.05 
1.65 
1.10 
2.05 
4.55 
1.65 
3.00 
3.95 
3.65 
4.60 
3.05 
4.55 
3.45 
4215 
2.05 


Pate ed, Net 
LA4557 3.15 
LA4705 4.90 
LA5521 1.30 
LA7210 3.00 
LA7330 5.45 
LA7520 4.00 
LA7550 3.60 
LA7800 2.90 
LA7801 2.10 
LA7820 2.80 
LA7824 3.00 
LA7837 2.85 
LA7850 4.30 
LA7910 1.20 
LA7912 B25 
LC7120 3.00 
LC7130 5.45 
LC7131 5:35 
LC7132 3.50 
LC7137 4.25 
LM34CZ TAS 
LM301A&P 1.80 
LM304H 3.75 
LM308AN 3.30 
LM310J 4.45 
LM311N 3.15 
LM317T 1.95 
LM319N 3.20 
LM320kK-5.0 2.25 
LM320T12 1.60 
LM324AN 1.45 
LM330T 195 
LM334Z 2.30 
LM335Z 2.70 
LM336Z 6.90 
LM340K5.0P = 5.95 
LM340T-5.0 3.75 
LM340T12 1.50 
LM345K5.0 5.95 
LM348N 2.45 
LM358N 5 
LM361N 1.95 
LM373N 6.93 
LM380N 1.95 
LM380-5 1.95 
LM380N-8 95 
LM381N 525 
LM383T 2.15 
LM393N 80 
LM709CN 2.75 
LM711N 3.55 
LM723CH 3.05 


iC <> PLL + AUDIO 
integrated Circuits 


LM723CN alert 
LM733CN 1.40 
LM747CN 2.40 
LM748CH 3.30 
LM1458N 4-25 
LM1488N 1.40 
LM1489N .90 
LM1496N 4.50 
LM1871N 5.95 
LM1872N 5.95 
LM2902N 1.15 
LM3900N 2.20 
LM7915 2.55 
LM8560 2.95 
M4538BP 3.95 
M51182L 3.25 
M51546L 5.45 
M5223L 1.60 
M51953BL 2.30 
M54460L 4.20 
M54929P 13.00 
MB3713 3.45 
MB3756 9:95 
MB3759 2.95 
MB87001-P 
MC74HC139 95 
MC78LO5CP 50 
MC78LO8CP 00 
MC78L12CP 50 
MC79LOSACG 55 
MC79L05CG 50 
MC79M12AHC 75 
MC1350P 3.45 
MC1496D 3.50 
MC1496G 6.45 
MC1496N 

MC1496P 1.75 
MC1723CP & 
MC3350P 1.65 
MC3357D 215 
MC3357P 3:25 
MC3401-P 2.89 
MC3456P 3.20 


MC7805 (7805) 1.25 
MC7805CK (TO-3)2.95 
MC7808CT(7808)1.25 
MC7809CT(7809)1.25 
MC7812CT(7812)1.25 
MC7815CT(7815)1.25 
MC7906C (7906)1.25 
MC7918CK (TO-3)2.95 


MC14001UBCP = .90 


Part #0 eeu Net 
MC14008BCP 2.90 
MC14016BCP 1.25 
MC14023BCP 15 
MC14071BCP .90 
MC14081BCL 1.25 
MC14163BCP 9.90 
MC145106P 2.95 
MC145145P =: 10.90 
MC145156 7.95 
MC145406P 3.95 
MJD31_ MOT 2.00 
NE555 .60 
NE602N 7.95 
NJ11012 

NJM2902 1.85 
NJM2902M 1.85 
NJM2902N 1.15 
NJM2904L 1.85 
NJM2904M 1.85 
NJM3404AS 2.25 
NJM4558-L 2195 
NJM4558M 2.95 
NJM4558-S 1.35 
NJM7809A useMC7809 
P125 Polyfet Call 
PH1819-10 Call 
PH1819-33 Call 
PHO810-4 Call 
PHO810-15 Call 
PH0810-35 Call 
PLLO2A 13.93 
PLLO2A-G 13.95 
PS2505-IND opto .69 


PS2905-1NDopto .69 


RFP78P0O8 3.25 
RN1213 1.20 
SL560C 16.95 
SN74LSO7 1.85 
S$042P 9.95 
STK436 8.80 
STK573 9.45 
STK2110 9.45 
STK6325A 9.20 | 
STK6982 13.95 
STK6982H 7.55 
STK7308 5.95 
STK7348 4.75 
STK7358 5.25 

| STK7573 8.85 
STR5412 5.45 
STR10006 5.75 
STR11006 5.75 


Pater ee Net | Part# 
STR41090 6.25 | TA7359P 
STR50103A «8.85 | TA7403P 
STR50213 «8.75 | ‘TAT604AP 
STR53041 -—«6.15 |‘ TAT609P 
STR54041 «5.85 | TAT611AP 
STR58041 13.95 | TA7613AP 
STR59041 7.05 | TA7628HP 
TA7SSO1F =: 1.95 | ‘TA7628P 
TA7SLOOGAP —s-.95._|- TAT629P 
TA7061 4.40 | TAT640AP 
TA7061BP 1.90 | TA7641BP 
TA7089P 3.90 | TAT644BP 
TA7140BP S365 | TAT654P 
TA7205AP —=—«2.90 | TA76688BP 
TA7247AP —=s«4.93 | TAT670P 
TA7218-GL 4.40 | TA7672P 
TA7222AP_ «3.95 | TA7673P 
| TA7227P 4.15 | TAT680AP 
| TA7230P 3.70 | TA7691P 
TA7232P 4.13 | TATTATAP 
TA7233P . 4.10 | TA7718P 
TAT244 AP 4.55 | TAT719P 
TA7242P 4.85 | TA7718P 
TA7243P 4.90 | TA7748P 
TA7245BP 5.33. || TA7757P 
TA7250BP 4.70 | TA7758P 
| TA7251P 4.95 | TAT761 
| TA7263P 4.95 | TAT769P 
TA7273P 6.35 | TATTTTN 
TAT7279P 4.75 | TAT783P 
TA7281P 3.95 | TAT796P 
TA7299P 3.95 | TA7809S 
TA7302P 3.85 | TA8LO8AP 
TA7310P 4.50 | TA8109AZ 
TA7313AP 4.45 | TASL1OAP 
TA7347P 2.35 | TA8113P 
TA7318P 5.83 | TABLIBAP 
TA7320P 1.50 | TA8119P 
TA7334P 2.33. | TA8126S 
TA7344P 4.70 | TA8127N 
TA7342P 4.40 | TA8135P 
TA7344P TA8189N 


Net | Part # 
2.75 | TA8202K 
2.25 | TA8205AH 
3.25° | TA8210AH 
4.45 | TA8215H 
5.43 | TA8215L 
2.70 |} TA8216H 
2.95 | TA8217P 
3.35 | TA8221AH 
3.93 | TA8605N 
2.95 | TA8607P 
1.95 | TA8620P 
6.75 | TA75902P 
1.75 | TBA810P 
2.05 | TBA810SH 
7.65 | TC40H373 
4.35 | TC4001BP 
3.95 | TC4011BP 
5.55 | TC4020BP 
415 | TC4028BP 
4.75 | TC4029BP 
5.85 | TC4050BP 
4.45 | TC4066BP 
7.25 | TC4069UBP 
3.85 | TC4071BP 
2.85 | TC4511BP 
2.75 | TC4518BP 
6.15 | TC5032P 
2.50 | TC5080P 
8.75 | TC5081AP 
3.95 TC5082P 
3.45 | TC9109BP 
3.95 | TC9122P 
2.95 } 109123 
4.65 | 109125 
3.10 | TC9130P 
5.45 | TC9142 
1.95 | TC9147BP 
3.90 | TC9148P 
4.30 | TC9149P 
3.50 | TC9150P 
4.25 | TC9153AP 
2.80 | TC9181 


Net "|: Pate. ee Net 
4.75 | TC9303ANO _—*7.95 
5.30 | TD6102 3.75 
4.40 | TD6111P 4.75 
5.25 | TD6709N 4.75 
6.85 | TD62004AP 2.75 
795 | 1D62551S 4.45 
2.40 | TDA1905 3.15 
9.95 | TDA2Z004R  —s-:2.45 
5.30 | TDA3653C  -—«-4.90 
5.15 | TL496cP 1.85 
6.95 | TMS1024 9.95 
3.00 | UHICO06/E0G124715.00 
1.85 | uPA8ic 3.45 
2.45 | uPC151¢ 2.95 
4.45 | uPC258C 1.49 

75 | uPC2726 Call 

95 | uPC277C 1.39 
2.25 | uPC358C 1.49 
1.95 | uPC575C2 «5.95 
1.95 | uPC577H 2.45 
1.95 | uPC1028H @ 5.95 
4.15 | uPC1028HA —-2.45 
1.45 | uPC1181H 12.93 

Call | uPC1182H 12.93 
2.35 | uPC1185H2 12.43 
3.95 | uPC1241H 4.93 
7.65 | uPC1242H 4.93 

13.95 | uPC1615G K 5.93 
3.75 | uPC1652G ©=-9.95 
3.85 | uPC1688G 7.95 
6.95 | uPC2726 Call 

Call | uPD858 8.95 
6.90 | uPD861C 6.95 
5.95 | uPD1913C ~—S_ 5.50 
3.65 | uPD2819 8.95 
3.95 | uPD2834C 14.95 
7.75 | uPD4028 1.29 
2.95 | uPD4094 3.55 
4.55 | uPD4512 1.00 
5.95 | uPD82C43C «6.65 
3.95 
9.95 


Standard Low Profile DIP IC Sockets have 0.021” (.53mm) 
diameter solder tail. Open frame design. All are standard — 
0.100” (2.54mm) pin spacing. Sold by the package. 


Row Standard Price 
Part# Pins Spacing __ Package Pkg. 
DIP16 16 0.3 5 $3.00 
DIP18 18 0.3 5 3.00 
DIP20 20 0.3 4 3.00 
DIP22 22 0.3 4 3.00 
DIP24 24 0.6 3 3.00 
DIP32 32 0.6 1 2.50 
DIP40 40 0.6 4 3.00 


‘Minimum order: $25 


Price and availability subj 


‘Diodes, Rectifiers & Zeners 


Special Diodes 


pire eee Net _ 
8TQ100 Schottky 4 
4N21 $8.00 
4AN21WE 15.00 
1N23G 15.00 
AN23WE ; 
1N2929A_T.D. 13.90 
1N3595_ Schottky 1525 
4N5711 Schottky ‘ 
4N5817M Schottky 1.95 
41N5819 Schottky 1.25 
1N6263 Schottky 1.25 
1S2076A 1.45 
1SS53 AE55 
1SS70 : 
1SS85 2.95 
1SS101 Schottky : 
1SS108 use 1N6263 
dSS133 15 
1$S153 ; 
18S154 1.95 
18S177 10 
18S181 125 
18S184 1.25 
1SS187 90 
15S190 85 
1$$193 85 
1SS226 95 
41SS301 95 
18S1587 ees) 
1SV228 

BA182 2.19 
BA282 1.95 
MBR380_ Schottky 1.90 
MBR390_ Schottky 1.90 
XZ064 use 1N4738A 
HER10 aTA®) 
HP5082-2810 Schottky 


HP5082-2835 Schottky 2.25 
4P4001B PIN 


APH301 PIN 
HVU31 4 
MA27B 1.15 
MA27W 1.70 
MA27T 1.70 
MDOO3H PIN §19.20 
MDOO7L PIN § 18.50 
MI301 PIN 3.00 
MI308 PIN 3.00 
MI402 PIN 3.25 
MI407 PIN 3.75 
MPN3404 PIN 95 
UM9415 PIN 9.75 
UM9401 PIN 5.95 
RLS135 PIN 3.50 
XB15A204 ANSI 
XB15A308 155 
XB15A402 2.25 
XB15A407 2.95 
MV1Y 2.30 
MV209 2.25 
MV1404 6.95 
MV2109 2.45 
MV2110 2.45 
MV2301 2.45 
Varisters 
Pat# fe Net 
NVS-03 HR2510/2600 3.95 
HSM88AS » 4:40 
HSS-101 2.15 
SV-03Y use SV-03YS 
SV-03YS 3.00 
SV0310 3.00 
Fast Recovery 
Part sipedn 631 | Net _ 
1.5A/1500V 
GP20M-008 $ 1.25 


60A Peak/1 Cycle, 1.5ns 
recovery time, MFG: Gen Instr. 


Diode-Rectifier 
Part# Net 
1N34A 45 
41N38A/B .60 
1N55A .60 
4N60 1.00 
4N70 .60 
1N87 1.00 
4N100 1.50 
1N198 70 
1N270 1,25 
1N281 1.00 
41N541 3.35 
4N914 .29 
1N914B 35 
1N916 10 
1N1183 30A 6.50 
1N1184A 30A 6.90 
1N1596R 6.90 
1N2611 50 
1N2637 HV 29.95 
1N3293R 22.00 
1N3491 3.85 
1N3491R 3.35 
4N3666 1.90 
1N4001/2/3 .20 
1N4004/5/6 30 
41N4007 40 
1N4148 .20 
1N4454 25 
1N4437 9.95 
1N4997 4.35 


41N5391 HCD 1.5A 50v_ .40 
1N5395 HCD 1.5A 400v .50 


41N5401 3A 100v 25. 
41N5402 3A 200v 25 
1N5404 3A 400v 30 
1N5406 3A 600v 30 
1N5407 3A 800v 30 
1N5408 3A 1Kv .35 
3N246 2A 50v 1.20 
3N257. =2A600v 1:35 
6A05 6A 50v .60 
P600K 6A 800v .80 
P600M 6A 1KV 1.00 
WO6M 1.5A 600v 1.00 
MBR3035PT 4.55 
MR751 7A 100v 90 
MR822 2.10 
MR1125 5.90 
MR2000SR 2.10 
UDB5 35.00 
10D10 use 1N5404 
RGP10J 125 
Zener Diodes - 
Paté Net 
250MW 
4N706A 5.6v $ 35 
400 MW 
41N751A 5.4 $ 40 
1N752A 5.6v 40 
1N753A 6.2v 40 
4N756A 8.2v 40 
1N961B 10v 40 
500MW 
41N5221 2.4v $.70 
41N5227 2.6v 70 
1N5230 4.7v 70 
1N5236B- 7.5v 
1N5234B 6.2v 70 
1N5239B 9.1v 70 
1N5240 10v 70 
41N5245B 15v 95 
1N5246B 16v 70 
1N5248B 18v 95 
1W 
4N3826A 5.1 $ 90 
1N4729A 3.9v 90 
1N4730 3.9v 90 
1N4733A 5.4 70 
1N4735 6.2v 70 


(continued...) 


1h JOP Re eee Net _ 
1N4736A 6.8 70 
1N4738A 8.2 70 
1N4740 10v 70 
1N4742A 12v 70 
1N4744 15v 70 
41N4746A 18 70 
41N4747A =. 20 70 
1N4750 =- 27v 70 
41N4751A  30v 70 
1N4755 — 43v 70 
4N4756A = 45v 90 
1N4764A 100v 90 
3W 
1N4934  100v $ .70 
5W 
1N5333B 3.3v $1.45 
1N5338B 5.1. 1.45 
1N5349B 12v 1.45 
41N5350B 13v 1.45 
1N5353A  16v 1.45 
41N5355B = 18v 1.45 
4N5357A 20v 1.45 
1N5357B 20v 1.45 
4N5361  27v 1.45 
1N5362 28v 1.45 
1N5363B  30v 1.45 
1N5366B 39v 1.45 
1N5367B 43v 1.45 
41N5369B 51v 1.45 
1N5375B 82 1.45 
1N5378B 100v 1.45 
1N5386B 180v 1.75 
10 W 
1N2498A  10v $6.95 
1N2971A  7.5v 6.95 
1N2984B 20v 6.95 
1N2992B 39v 6.95 
4N2999B  56v 6.95 
4N3005B 100v 6.95 
41N3008B 120v 6.95 
1N3015A 200v 6.95 
41N3996A 5.1v 6.95 
1N3999A 6.8v 6.95 
50 W TO-3 Case 
4N2805A 7.5v $10.95 
41N2806B 8.2v 10.95 
41N2808A 10v 10.95 
4N2810A 12v 10.95 
41N2832B 56v 10.95 
1N2837B 91v 10.95 
50 W Stud Case 
1N3305B 6.8v 10.95 
41N3306B 7.5v 10.95 
1N3307B 8.2v 10.95 
1N3308B 9.1v 10.95 
1N3309B 10v 10.95 
1N3311B  12v 10.95 
1N3314B  15v 10.95 
1N3315B  16v 10.95 
1N3340B 100v 10.95 
4N3350B 200v 12.95 
1N4559B 4.7v 15.95 
_ Zener Mounting Hardware 
avallable If required. 
Sold separately, Ask when ordering. | 
_ For the most current product & 


pricing information, please visit 
www.rfparts.com 
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PIN Diode 
Specifications © 
are listed on 


100% replacement for the mercury vapor 866A. 


e Long LIfe 


FEEDBACK MOD KIT 


Feedback Modification Kit for Solid State amps 


Add negative feedback to transmitters and amplifiers that was 


Part #: 866AS-1 


¢ High Efficiency 
e Reduced Heat 


Price: $23.75 ea. 


omitted by factory. Pride, Palomar, Atlas, Heathkit, etc. 
Instructions included. 


Part #: NFB2 
Part #: NFB4 


2 transistor amp $3.00 ea. 
4transistoramp 6.00 ea. 


Part # Fig. 
41N4437 

3N246 

3N257 B 
DD25-F160 J 


1/2 Bridge/Voltage Doubler 


EFF15C 


KBF 
KBPC10-O6DW 
KBPC25-02 
KBPC35-04 


gil Le) ap) 


Description _ Price 
$9.95 
2A, 50v 1.20 
2A, 600v AUReehe) 
25A,1600v 8.95 
100/130A 47.70 
240VAC 
2A, 400v Aleeho) 
410A, 600v 2.50 
25A, 200v 2.50 
35A, 100V 2.65 


art fae 


KBPC35-02 
KBPC35-04 
KBPC35-08 
KBPC35-10 
MDA140A/ECG170 
MDA210/3N259 
MDA942A1 
MDA942A-3 
MDA3500 
MDA3504. 
PB66-B 

R5202L 

RS407 
KBPC50-10 


Ep) Aa wu), Slop Ye Di tes Teel a aa =e as J oI ce 


_ Description _ 


35A, 200V 
35A, 400V 
35A, 800v 
35A, 1000v 


35A, 50v 
35A, 100v 
6A, 600v 
2A, 100v 
4A, 800v 
50A, 1000V 


RECTIFIERS <> DIODES <+ ZENERS 
TAYLOR 866A Solid State Replacement 


RF Parts Company « 2008 


HIGH VOLTAGE RECTIFIERS 
Open Stack High Voltage Rectifiers 


51000 

Part Number 51000 | Part Number 55014 
Convection Cooled, Open Construction High Voltage Rectifier. _ Convection Cooled, Open Construction High Voltage Rectifier. 
Individual board used in the 51050. It may be used in two's for / One of various configurations available. 
lower power transmitters. Use as 24 KV PIV single string orasa | _ Used in many of the leading FM broadcast transmitters sold 
doubler where 12 KV PIV per section is suitable. Conservatively __—‘ today. Conservatively rated at 5.5 Amperes, 40 KV (20 KV per 
rated at 5.5 Ampere. Direct replacement for CCA transmitters. | section) PIV rating makes for a very high reliability component. 

| Each rectifier element in the stack is bridged with a Heavy Duty 
Our OurOld Maximum Rated — Surge Size / MOV for the maximum in transient voltage protection. Individual 
New Part# Parts ___| PIV ___Current__Current___Inches________St___ | Cards are sold for repair or for use in custom application. 
82000 SRO PAINE OR OOK SEXTON Sinai Sting | Requires minimum 100 CFM air flow. 100% interchangeable with 
51014 51050 24KV#  ~==5.5A ~~ AOOA 9x9x25 4 Ph FW Bridge | rectifiers CK299, CKE047 and Part # 353-6596-030 in 
55014 55050&  20KV# 55A  A00A  10.8x3.8x3.8 Doubler | Continental's 5 KW through 30 KW transmitters (3 units required 

Call for pricing. | for the 3-phase full wave bridge). 


# With MOV transient protection. * & Continental Electronics equivalent. 


Epoxy Encapsulated High Voltage Rectifiers High Voltage Rectifier Blocks 


Part Number 38050 ' HC, 3HC High Voltage Rectifier Blocks 
Encapsulated High Voltage 
Single String Rectifier with heavy 

= duty components designed for 
the most demanding of services. 
This assembly uses 6 Ampere 
rated diodes. Each diode is 
bridged with a resistor to divide 
transients equally across each 
component. Conservatively rated 
at 3 Amperes and 20,000 Volts 
PIV. Each end is slotted for #6 
screw mounting. 


Part Number 18050 

Encapsulated High Voltage Rectifier in a voltage doubler ge 10.250 

configuration. Uses 2.5 Ampere diodes encapsulated in thermally ¥ 

efficient epoxy which is then cemented into an aluminum channel 4 be 
= for mounting. Rated 10,000 Volts PIV per section, or 20,000 Volts ' 

PIV for the whole assembly. This unit is rated 0.8 Ampere average. 

A slot is punched in each end of the channel for a #6 


mess 0.032 x 0.250 Tab 


im 


0.750 


mounting screw. Repetitive Avg. Forward Max Forward Max Surge 
Peak Reverse Current Max Voltage Drop Current 
Part Voltage Vauo Per Leg IFAYM@55 °C VF@5r Per Leg IFsm(8.3ms) 
Number __——_—sV(Volts)_ == AAmps) = CS(Voits) =~ Amps) 
Maximum Surge Size HC5 5000 1.0 45 50 
Pat# PIV Current ~—_—sCurrent Inches Style Net Price 
| ee _- eo ieee oO es ee HC10 10000 1.0 9.0 50 
38050 20 KV 3.0A 400A WD Kets Single Call 3HC5 5000 25 48 450 
18050 26 KV 0.8A 60A 4.8x.63x1.5 Double Call ; : 
3HC10 10000 2.0 9.0 150 
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Price and availability sut 


For Audio and Radio Applications 


Warranty Information is listed at the end of this catalog. 


Pricing of vacuum tubes change wii 
Listed are common tubes: w 


RECEIVING TUBES 


£2) tied Quality NACUUM TUBES 


RF Parts stocks a large inventory of tubes of all types. Most audio and receiving tubes are 
considered as NOS (New Old Stock), as production of these had ceased by the 1980's. Tubes 
will usually be supplied in their original boxing, except where box has been damaged, the 
standard white box will be used. 


‘Tube listings and prices are for current stock at time of catalog printing. Availability and price are 
subject to change without notice. 


Tube Matching: Receiving Tubes not noted as matched are usually available as matched for an 
additional $2.00 per tube. Matched Tubes are selected for similar UsTel ial Ycisetnee and 
cathode current. 


OA2 /OA2WA 
OA3 /VR75 
OA4G 
OA5 
OB2 /6627 

- OB2WA /6627 
OB3 /VR9O 
0c2 
0C3 /VR105 
OD3 /VR150 
OE3 /85A1 
O0G3 /85A2 
0Z4 
1A3 
1A5G 
1A6 
1A7GT 
1AD4 
1AE4 
1A)5 
TAX2 : 
LAY2A SS ics 
rer 
1B40 
1BC2A fas 
ABY2A /1AD2 
ANGI _ (Ballast) 
1C5GT 
1C7G 
1021 
1D7 
1DG3A 
LET 
EGOGIA us 1B3GT 


Minimum order: $25 


eceiving Tubes OA2 - BASE 


Tube # 


1H6G/GT 
3 

1K3A 

1L4 /DF92 
1L6 

1LB4 

1LE3 /4LF3 
1LH4 
1LN5 
AN5GT /1P5GT 
4N6G 
1N91 
105GT 
4R5 /DK94 
1$2B 


oa SA 
| 185 
474. 


AT5GT 
1U4 
1U5 

1V /6Z3 
1V2 
1x2 
2-01C 
2A5 
2AF4-B 
2AV2 
2BU2 
2051 /JO6A 


| 2664 


3A3A /3AW3 
3A3C 

3A4 

3AF4A 

3AT2 

3AT2A 
3AT2B 

3AW2 /A/B 
3B28 

3B4 /DL98 
3BL2A 
3BM2A 
3BN2A 
3BN4 /A 
3BN6 

3BW2 

3BZ6 

3C45 
3CA3A 
3CE5 

3CF6 

3086 
3CU3A 
3CV3A 

3CX3 /3DA3 
3cy 

3CZ3A 
3D21B /A 
3DA3 

3DB3 

3DC3 

3DF3 /A 
3DH3 

3DJ3 

3DS3 
3DT6A 
3DZ4 

3EH7 /XF183 
3EJ7 /XF184 
3GK5 /3FQ5 
3HMS5 /3HAS 
3HQ5 s 
3HS8 
3JC6A 

3KT6 


384 /DL92 
3V4 /DL94 
AAUG /4BA6 
4BL8 /XCF80 
4BZ6 

4BZ7 

ACS6 

4DK6 
ADT6A 

4ES8 

4EW6 /4GMG 
AGJ7 /4JDG 
AGK5 

4HS8 

AJC6A 

4JD6 

AKE8 

AKN8 

AKT6 

AMK8 

5AM8 

5AN8 

5AQS 

5AS4A /5U4GB 
5AS8 

5AU4 /5V3 
5AV8 

5B8 

5BC3A 
5BE8 
5BK7A 
5BT8 

5BW8 

5BZ7 /5BQ7 
5CL8A/5BR8 
5CM8 

5008 

5DJ4 

5ES8 /SGH8A 
5EWG 

5FG7 

5GH8A /SEA8 
5GM6 


LODO We ted Sele 


5GS7 

5GX7 

5HB7 

5HG8 

5HZ6 

516 

5JW8 

5KE8 

5KZ8 

5U8 
5R4GA 
5R4GB 
5R4WGA /B /Y 
5R4GY /A/B 
514 

518 

5VAGT 
5U4WG /5931 
5U8 

5U9 /LCF204 
5V3 /5AU4 
5V4G 
5V4GA 
5w4 

5W4G 

5x8 

5Y3GT 
5Y3GT 
5Y3GTA 
5Y3WGT 
523 

5Z4 

6A3 

6A7 

6A8 

6AB4 
6ACSGT 


Notes. 


Sovtek 


RF Parts Company inspects each tube, and Certifies that 
these tubes meet manufacturer's specifications for quality 
and performance. Prices may have changes since catalog | 
was printed. Please contact us for current prices or if you 
don't see the tube you want. 


Tube# = _——CNotes Fae 
6ACT7 ies 
6AC7GT 
6AC1O 
6AD10 

6AF3 
6AF4/6DZ4. 
6AF9 

6AG5 

6AG7 

6AG9 
6AH4GT 
6AH6 

6AH9 

6AN4 

6AN5 

6AJ8 /ECH81. 
6AK5 

6AK6 

6AK8 

6AL3 /EY88 
6AL5 /6EB5 
6AL441 

6AM4 

6AM6 

6AM8A 

6AN4 
6AN5WA/6AN5 
GANSA 

6AQ5 

6AQ5W /6005 
6AQ6 
6AQ7GT 
6AQ8/ECC85 
6AR5 

6AR8 

6AS5 

6AS6 


w.rfparts.com 


RECEIVING TUBES 
Receiving Tubes 6GAS7G - 12AY7 


Tbe: #. - Shs mat ss. Notes | Tube#  _—_—Notes | Tube# _Notes | Tube# ——__—Notes | Tube # __Notes | Tube # Notes 
6AS7G Svetlana 6BY4 | 6EN4 6JD5 6LW6 TKY6 
6AS7G /6520 US 6BY6 6EQ7 6JD6 6LY8 7L7 
6AS7GA 6BY8 6ER5 /EC95 6JE6 /6LQ6 6LX6 SEL 7N7 
6AS8 | 6BZ6 6ES5 6JE8 6MA6 7Q7 
6AT6 /6BK6 6BZ7 6ES6 /6FD6 6JF6 6ME6 7R7 
6AT8A 6BZ8 | 6ES8 /ECC189 6JG5 6M11 7S7 
6AU4GTA 6C4 /EC90 6EU7 6JG6A 6MB8 717 
6AU5GT 6C5 6EU8 6JH5 /6JB5 6MD8 7W7 
6AU6 /6AU6WC 6C9 6EV5 /6EA5 6JH6 /6BZ6 6ME8 TXT 
6AU8 -A/6BH8 6C10 6EV7 6JH8 6MF8 TY4 
6AV5GA 6CA4 /EZ81 6EW6 6JK5 6MG8 8AC10 
6AV6 6CB5A 6EW7 6JK6 /6JL6 6MJ6 /6LQ6 /6JE6 8AL9 
6AV11 6CB6 /6CF6 6EY6 ; 6JK8 6MJ8 8AW8A 
6AW8 -A 6CD3 /6CG3 6EZ8 6JM6 6MK8A 8B10 
6AX3 6CD6G /6DN6 6F6 | 6JNG 6ML8 8BA11 
; 6AX4GTB 6CD6GA /6EX6 | 6F6G 6JN8 /6EB6 6MN8 8BM11 
e GAX5GT | 6CD7 /EM34 Magic Eye 6F6GT 6JQ6 6MQ8 8BQ11 
6AX8 |. 6CE5 } 6FD7 6JR6 ; 6MU8 8BU14 
6AY3B | 6CG3 6FG6 /EM84 6JR6-MP. 6MVS 8CB11 = 
6AZ8 6CG7 /6FQ7 6FG7 /EM84 6JS6C-MP 6N7 8CN7 
6B4G 6CG8A \ 6FHS 6JT6=A oe 6N7 Brown Base SCS ler og es 
6B4G-MP 6CH3 67 6JT8 /6KR8 | BN7 GS é : | 8FQ7 /8CGT } 
6B5 6CH8 _<6FM7 6JU6 = | gc FF Fae £4 i £ a Fa 
6B7 | 6CI3 /6CH3 6FM8 6JU6-MP “| .6N7GT~ ~FullBase { 8GN8/6EB8 
6B8 6CL3 6FQ5A ~~—s see BGK5 /6FQ5A 6JU8A ~6Q5G | 8GU7 
6BA6/5749 : | 6CL5 6FQ7/6CG7 see 6CG7 6JV8 COT | 8JU8A 
6BA7 | 6CL6 6FY5/EC95/EC97 6JW8 /ECF802 6Q7GT 8KA8 
6BA8A ' 6CL8A 6FY7 /6FM7 6JZ6 6QL6 8KR8 
6BA14 | 6CM3 /6DN3 6G5 /6U5 | 6JZ8 6R4 8Lcs 
6BC4 6CM4 6G114 6K5G 6S4A 9A8 
6BC5 /6CE5 6CM6 6GB5 6K5GT 6SA7 9AM10 
6BC7 6CM7 6GC5 6K6GT 6SA7GT QAU7 
6BC8 /6BZ8 | 6CM8 | 6GE5 6K7 6SC7 | 9BJ14 
6BD7 | 6CN6 /EL38 | 6GF5 6K7G 6SC7GT QBR7 
6BD7A /EBC81 6CN7 6GF7A ) 6K7GT | 6SF5GT SML8 
6BD11 | 6CQ8 6SF7 | 9MN8 
6BE3 | 6CR6 } RF Parts Company inspects each tube, and Certifies that | 6SG7 10BQ5 
6BE6 | 6CS7 | these tubes meet manufacturer's specifications for quality | | 6SH7 1OCW5 /LL86 
OBFS | 6CUS | | and performance. Prices may have changes since catalog 6SJ7 1OEG7 
OBF6 6CU6 was printed. Please contact us for current prices or if you 6SJ7GT 1OEM7 
oe Lp | don't see the tube you want. = eis 
6BG6G /GT /GA + 6CW4 /6DS4 6SK7GT | 10GF7 
6BH6 6CW5 /EL86 i | | 6SL7GT 10GK6 
6BH8 6CX8 /6JA8 | 6GH8A i 6K8 6SL7GT-SOV Sovtek | 10GK8 
6BH1i1 ; 6CY5 / 6GJ5 | 6K14 /6Q11 6SN7GT Full Base 10GN8 /10EB8 
6BJ3 | 6CY7 | 6G/7 | 6KAS 6SN7GT-SOV Sovtek | 10HF8 
6BJ6 /EF99F 6CZ5 “6GK5 /6FQ5A 6KD6 6SN7GTB 10JA5 
6BJ7 6D4 6GK6 6KD6-MP 6SQ7 10J5T8 
6BJ8 | 6D6 | 6GM5 | 6KE8 6SQ7GT 10JY8 
6BK4A,B | 6D10 | 6GM6 | 6KG6 /EL509 6SR7 10KR8 
6BK4C /6EL4A 6DA4 6GN8 see 6EB8 } 6KG6 /EL509-MP ” 6SS7 10LB8 
6BK5 | 6DAS /EM84 | 6GS7 { 6KG6 /EL509-M3 ” | 6SU7GT 4OLW8 /10LT8 
6BK7-A-B ) 6DB5 6GT5A | 6KG6 /EL509-MQ ” | 6T8A AOLY8 /10JT8 
6BL6 ; 6DC6 6GU7 6KL8 6T9 | 10LZ8 /10JY8 
6BL7GTA 6DE4 6GW6 /6DQ6 6KM6 6T10 10T10 
6BL8 /6LN8 i 6DE5 6GW8 /ECL86 6KM8 6U8A /6KD8 10Z10 
6BM8 SOV | 6DE7 6GX6 /6GY6 6KN8 6U10 11DS5 
6BM8 | 6DGEGT /6W6GT | 6GX7 6KR8 6V3 12AB5 
6BN4A | 6DJ8 /ECC88 6GY8 6KS6 6V6 412AC5 
6BN6 /6KS6 | 6DK6 6H6 | 6KT6 6V6GT 12AC6 
6BN8 6DM4 /6DA4 6HA5 /6HM5 6KT8 6V6GTA 12AC10A 
6BN11 6DN7 6HAG6 /6GHB6 6KV8 6V6GTA-MP 12AE10 
6BQ6GTB 6DQ3A 6HB7 | 6KY8A 6W4GT 12AF3 
6BQ7A /6BZ7 | 6DQ5 | 6HD7 /6HJT | 6KZ8A 6W6GT 12AF6 
e 6BR3 6DQ6 /6GW6 6HF5 | 6L4 6X4 12AH7 
6BR5 6DR7 _ 6HF5-MPI 6L6 metal | 6X5GT 12AH8 
6BR8 | 6DS4 see 6CW4/6SD4 6HF8 6L6GA 6X5WGT 12AN6 
6BS7 6DT3 6HG5 6L6GB 6X8A 412AL5 
6BS8 6DT5 6HG8 /ECF86 6L6GC Svetlana 6X9 /EKL200 12AQ5 
6BT4 | 6DT6A 6HK5 6L6GC PRC 6Y6GA/GT 12AT6 
6BU8 /6KF8 6DT8 6HL8 6L6GC-MP PRC 6Y9 /EFL200 12AT7 
6BV8 6DU3 6HM6 + 6L6WGB Sovtek 624 /84 412AT7WA 
6BV11 6DW4B | 6HQ5 6L6WGB-MP Sovtek 6Z5 12AT7WC 
6BW4 | 6DW5 6HR5 | 6LB6 6Z10 /6J10 12AU6 
6BW1i1 6DX8 6HR5 ; 6LB6-MP TA4 12AU7-PRC 
6BX6 6DZ4 6HS5 / 6BHV5A 6LB8 TAG 12AU7 
6BX7GT 6E5 6HS8 6LC8 TAT 12AU7A 
6BY5GA 6E6 6HV5A 6LE8 7A8 12AU7A RCA 
£ 6E7 6HZ6 6LF6 ECG TAFT 12AV5 
~ Tube Notes — 6EA4 / 6EH4A 6J4WA /8532 6LF6-MP ECG 7B4 12AV6 
* Supply Limited xz oe /6EM7 _ a8 6LF8 7B7 12AV7 
eae JEWA 6LH6A /6LU6 7C5 12AW6 
ee ee 6)7 /EF36 6Uu8 7CT 12AX3 
13 MatchedSetof3 =| GEBS /6GN8 6J7GT 6LMB8 /A 7ET 12AX4GTB ; 
MQ MatchedSetof4 =| GEC4 6J8G 6LN8 7F7 12AX7-RUS Russian 
/SEL Select Grade, availableas | 6EH5 6J10 /6Z10 6LOQ6 see 6JE6 | 7F8 12AX7A PRC 
matched, a 6EH7 /EF183 6JB5 6LQ8 7GS7 12AX7A/ECC83 Yugo 
; valk 6EH8 6JB6A 6LR6 7GV7 42AX7A/WC US 
_ et crLaA see 6BKAC | 6IC5 6LR8 7H7 5751. /12AX7W US 
ee peter 6EM5 6JC6A 6LT8 7HG8 _| 12AY3A 
pespamcsseiea ik 6EM7 6JC8 6LU8 /A Ta kot 12AY7 
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co 
RECEIVING TUBES <+ POPULAR ELECTRON TUBES : 
Receiving Tubes 12AZ7A - EM34 | . 
> 
Tube # Notes Tube # Notes Tube # Notes Tube # Notes — 
12J7GT 17)G6-A 25AV5GA 3523 P opular = 
12)8 17JK8 25AV5GT 35Z4GT ’ 
12JB6 SEL 17JM6 25AX4GT 35Z5GT Electron ‘6 
12JF5 17JN6 25BK5 35Z6G ua 
12)Q6 17506 -A 25BQ6GA 36 Tubes = 
12JT6 17JT6A 25C5 36AM3B Va 
12K8 17JZ8 25CD6GB 36KD6 /40KD6 ve 
. | 1216 17KV6A 250G3 ! 36MC6 Tube # Net Bias 
12BF11 12MD8 17KW6G/PL508 25CU6 Sveti: | Leer ve 
12BH7A/12BH7 1207GT 17L6GT 25DK3 37 5AR4/GZ34 US 69.95 | 
12BH7A 1287 17LD8 25DL3 38HE7 5AR4 /GZ34 US/Euro Call 
12BL6 1288 17Y9 25DN6 38HK7 5AR4 /GZ34 Taylor 9.50 
12BN6 12SA7 18A5 25E5 39-44 5AR4 Sovtek 14.75 
12BQ6GA /GTA f 4 12SA7GT 18FX6 | 25EC6 40 (ST) 
12BR7 Woe © |. 2SF5 18FY6 25EH5 40KD6 5U4G enich 17.98 
12BV i 428G7 18GB5 | 25F5A 40KG6 : 5U4G Taylor =—«9.95 ee 
12BY7A Japan| 12SJ7GT 1QAU4GTA | 25L6GT 41 (ST) SUEGB-EH Fiediiam 16.95 
12826 12SK7 49BG6GA | 25W4GT 42 (ST) . 
12827. ; 42SK7GT 19BY7 25W6GT A2ECA -A 
12005 42SN7GTA 19¢63 | 9575 42KN6 oat, eae bce 
1263, CE 42507 | “| 49CL8A | 2575 43 a 4 4 90 F 
12CNGs Sa 2 | ip807cT 19DE3 | 25Z6GT 45 nee ae 
12CR6R | 12710 19DK3 26A7GT 45Z5GT SBOE WA] Be ooo a 
oe 7 6BQ5WA /EL84M-MQ 59.80 
12CT8 _ 12W6GT 19DQ3 | 26LW6 46 (ST) 
12CU5 12X4 19EA8 | 26LX6 47 (ST) 
42CU6 13CW4 419EZ8 | 2675 48 GCAS /GEHS = - : 
12CX6 413DE7 19FL8 | 27GB5 49 6CA7 /EL34 Svetlana Call 
12CY8 13DR7 19FX5 27LF6 50AL 6CA7 /EL34-MP Svetiana Call | 
12DB5 | 13EM7 19HS6 | 29K06 50B5 6CA7 /EL34 SEL Philips Call | 
12D06A 13FD7 19HV8 | 29LE6 50C5 6CA7 /EL34-MP Philips Call 
12D06B /12GW6 | 13GB5 19JN8 30 50C6G 6CA7 /EL34_ US. Call 
12DS7 13JZ8 19MR9 | 30AE3 50DC4 6CA7 /EL34-MP US. —Calll 
12DT5 1310 19T8 30AG11 50EH5 EL34-MP Mullard 49.95 
12DT8 13V10 50GY7 EL34B Taylor 12.00 
12DW4A 13Z10 RF Parts Company inspects each tube, and Certifies that 50HC6 EL34B-MP Taylor 29.90 Q 
12DW7 /7247 14B6 these tubes meet manufacturer's specifications for quality SOHK6 ; 
12EAG /12EK6 14BL11 and performance. Prices may have changes since catalog SOL6GT GJBGA-MP =GE = 49.90 
12EC8 14BR11 was printed. Please contact us for current prices or if you SOXNG GIBGA-MP = = RCA/Syl__Calll 
42EDS 14678 don't see the tube you want SOX6 eee ES ee Ls 
12EK5 15AF11 ; 50Y6GT 6JBGA-M/3RCASyi_ Call & 
12EK6 /12DZ6 /12EA6 15BD11A 50Y7GT 
12F8 15FM7 19V8 30JZ6 53 6KV6A a 37.90 
12FK6 15FY7 19X3 30KD6 53HK7 6KV6A-MP_- 79.90 
12FM6 15KY8A 20AQ3 30MB6 55 
12FQ7 15MF8 20EZ7 31 57 6V6GT China 6.95 
12F08 16AK9 21EX6 31AL10 58 6V6GT-MP _—Sovtek 24.00 
12FX5 | 416AQ3 24HB5A 3LS6A 59 6V6GT Taylor 9.95 | 
12FX8A 16BQ11 21GY5 3US6C 60FX5 6V6GT-MP Taylor +24.00 
12GA6 16BX11 | 24)G6A 31L06 65 
12GB3 16GK6 2US6 31LR8 7OL6GT KT66/6L6GC see 6L6GC 
12GB7 16LU8A 24V6 34LZ6 71A (ST) KT66 Taylor 19.75 
12GC6 17AX3 21Z6 32 72 KT66-MP Taylor 44.90 
12GE5 A7AXAGTA 21KA6 32HQ7 73 KT88 Taylor 23.50 &@ 
12GJ5A ATAY3A 21KQ6 Si) 75 KT88-MP Taylor 53.00 | 
12GN7 / 12HG7 17B14 21LG6 33GT7 76 (ST) 
12GT5A 17BE3 21LR8 33GY7A | 77 ae 
12H6 478F14 21LU8 33JR6 78 es Batata eee 
12HG7 17BR3 22BH3A 33JV6 79 KTS8 Tor 26.95 & 
42HL7 /12GN7A 17BW3 22BW3 34 80 (ST) KTSs-MP Taylor 54.90 | 
12)5 | 17¢9 22DE4 34CE3 80 Tubular : 
17CT3 22)F6 /22KM6 | 34DK3 81 (ST) S6GAS Taylor 20.75 
17CU5 22)R6 34GD5 82 (ST) 
1704 29)U6 35-51 83 866AS-1 Taylor 23.75 
866JR 2 22.00 
17DE4 22KM6 35A3 85 
17DT6GA 22KV6A 35A5 85A1 
17006 . 23)S6 35B5 | g5A2 C550 MP Tung Sol 86.09 
417D06B 2329 35C5 90C1 6550A Taylor 23.95 
47DW4A 24h 35D5 417N7GT 6550A-MP — Taylor 49.90 
417EW8 2A4BF11 35DZ8 11723 6550A USA Call 
417GE5 24JE6/24L06 | 35EHS5 ECH81 ~ 6550 see SV6550C 
47G)5 24)78 35GL6 EL34 SV6550C Svetlana Call 
47GV5 25A6 35L6GT EL509 SV6550C-MP Svetlana Call 
17H3 25A7GT 35LR6 EL86 
17JB6 25AC5G 35W4 PL519 see 40KG6A 
17JF6 25AC5GT | 35Y4 EM34/6CD7 


Supplies limited to stock on hand. 


£2) --tifed Quality TV SWEEP TYPE receiving tubes are not designed, rated, 


Production of Receiving and most Special Purpose tubes ended guaranteed or warranted by the manufacturer or RF Parts Co., for 
in the 1980's. Tubes are offered “new, old stock” or NOS and | use in linear amplifiers. Please be sure the tubes you received are 


Certified to meet original manufacturer's specifications for quality | correct for your equipment. We do not warranty or guarantee 
and performance. Some boxes may show shelf wear from handling, ee he a Has | a 
suitability or reliability of any sweep tube used as an RF amplifier. RF 


but in no way is the tube condition affected. ; 
Parts Co. inspects all tubes before shipment to assure quality. 


a 


Minimum order: $25 : 


SPECIAL PURPOSE TUBES 
Broadcast, Industrial & Special Tubes 


8560AS 


"=. Tube# 


Price | Tube# Price | Tube # Price | Tube # Price 
=, 65-83382D02 Moto 240.00 | 4E27 -NOS - Call | 833D TAYLOR Call | 8560AS Eimac / Svetlana Call 
| 97-136A01 Moto use 8643 6150 - see 7092 838 -NOS - Call 8560AS-P Eimac/Amperex Call 
GE-12741 see Y394 | 7F71RA TAYLOR Call | 845 TAYLOR / RFP 39.00 |} 8560AS TAYLOR 129.95 
GPi5 /GP5 Call } 244 TAYLOR 35.00 {| 845 -NOS U.S. Call | 8561 /4CX300Y # Call 
PL175A - Call | 250TH - Call | 930 Call | 8643 Amperex Call 
QKK753 Klystron 125.00 | 250TL - Call | 1625 -NOS US: 12.00 |} 8755 Eimac Planar Triode 497.00 
RL4657 Moto see 8072 | 304TL Eimac Call 5794 TAYLOR Call | 8874 - see 3CX400A7 
» $2001 - use 6146W ECG | 450TH - Call | 5867A TAYLOR Call | 8875 - Discontinued 
F VA210C Varian Call | 450TL - Call | 5868A TAYLOR Call | 8877 - see 3CX1500A7 
Y319 Eimac Call 572B - see page 26 | 5894 Amperex / Philips / GE 39.95 |} 8975 TAYLOR Call 
Y394 Call | 805 TAYLOR 39.95. } 5949A TAYLOR Call 2-450A Eimac Rectifier Cail 
Y667A Eimac Call 805-NOS US Manufacturer Call 6146 series - see page 24 | 3-400Z/8163 -NOS - Call 
YU156 -P Eimac Call | 807 TAYLOR 18.95 ; 6155 - 93.00 |} 3-500Z/3-500ZG_ - see page 24 
1P39 22.00 807-MP TAYLOR 39.90 } 6161 - Call | 3-1000Z Triton / Eimac Call 
2C39A - Call | 807 GE/RCA Call | 6360 - 7.75 | 465A USA Call 
; 2C39BA Varian Call } 807W/5933 Sylvania Call | 6883B /8032A/8552 GE/RCA Call | 4-125A /4D21 -NOS Eimac Call 
- 2C40/A # Call | 809-JAN 18.40 | 6528 TAYLOR Call | 4-250A/5D22 -NOS GE / Eimac Call 
2C42 - Call | 809-JAN-MP Call | 7092 TAYLOR Call | 4-400A Amperex Call 
2C43 - Call 810 -NOS RCA / GE Call 7094 Cetron # Call 4-400A -NOS Eimac Call 
2044 - Call | 810 TAYLOR 90.00 (eAal # Call | 4400A/4-400B /4-400C Eimac Call 
2045 - Call | 811A - see page 25 4213 j RCA / Burle Call | 4400A TAYLOR Use 4-400C 
P2046 - Call } 812A TAYLOR 23.95 | 7289/2C39B/3CX100A5 Call | 4-400C-MP TAYLOR Call 
a #2052 - Call | 812A-MP TAYLOR 52.95 | TESA Philips / Amperex# 49.00 |; 4-500A Eimac / Triton Call 
2C53 - Call | 812A-MP RCA/GE # > Call | 7580W - see 4CX250R | 4-500B Eimac / Triton Call 
2E26 # Call 812A-MP Svetlana 75.00 7854 Amperex 98.00 4-1000A Eimac / Triton Call 
2)51 Raytheon Call | 813 TAYLOR / RFP 49.95 ; 7984 - 17.70 | 4PR6E0A eae Call 
2355 TAYLOR Call | 813-P RCA/Westinghouse Call | 8032A - See 6883B | 4PR60B/6338 Eimac Call 
2570B TAYLOR Call | 813 -NOS RCA/GE/Westinghouse Call | 8072 RCA / Burle Call | APR6OC Eimac Call 
2K25 # Call | 815 # 35.00 ; 8122 RCA / Burle Call | 4PR400A Eimac Call 
3B28 - Call | 826 # Call | 8295 /PL172 - Call | 4PR1000A/8189  Eimac / Triton Call 
4C35A TAYLOR Call | 829B /3E27 # Call | 8295A Eimac Call | 5-125B/4E27 - See 4E27 
4CW800A Eimac Call 833A TAYLOR Call | 8348 - Call 5-500A Eimac Call 
4D32 Raytheon Call | 833C TAYLOR 109.00 | 8552 - See 6883B 


Call us for Fast Delivery 


Orders placed by 3:00 p.m. Pacific Time 
will normally be shipped the same day. 


Next Day Delivery is available. 


800-737-2787 » 760-744-0700 
fax 760-744-1943 - orders @rfparts.com 


J 


Price and availabilit 


PL509 /PL519 
$2001 

TH500 

2C39A 

2C40 -A 

2043 

2C45 

2046 

2C51W see 5670 
2052 | 
2021 

2E22 

3024 /24G 
3045 
AC35A 
AC35A 
20PE14 
5022 

5C22 

300B 

407A 

A16B /6280 
417A 

816 

845 

866A 

966A 

1620 

2050 (ST) 
2050A 


NOS 


Taylor 
ITT 
Vidicon 
Taylor 
ITT 
Taylor 


Taylor 
Mercury 


Minimum order: 


‘Shecial Purpose Tubes EL34B - 9003 


Tube # 


ECG 


5643 

5651 /0G3 
5654W /6AK5W 
5670 /2C51W 
5672 
5675 
5676 
5678 
5686 
5687 — 
5687WB 
5691 
5691 
5692 
5692 
5693 
5696 -A 
5702 
5703WA 
5704 
5718 /A /EC70 
5719 

5722 

5725W /6AS6W 
5726 /6AL5W 
5727 

5744W 

5749 /6BA6W 


Blk-Brn 
Red base 
Bk-Bn base 
Red base 


5750 /6BE6W 
5751 /12AX7 
5763 
5784WA 3.00 
5787 

5814 

5829 

5840 /6225 
5842WA /417A 
Raytheon 
5847A /404A 
5867-TAY 
5868 
5876 
5879 
5881 
6L6WGB 
5896 
5899 
5902 
5903 
5907 
5915 
5931 
5933 
5963 
5965 
5977 
5980 
6005 
6012 
6021 
6072 /A 
6080 


y.90 


Call 
Taylor 
Taylor 


see 


SYL/GE/Ray 


5 


Tube #5 ts 
6080 WC 


___Notes_ 


6087 /SY3WGTB 
6106 /5Y3WGT 
6111 

6130 /3C45 
6136 /6AU6WA 
6159 

6161 

6173 

6186 /6AGSWA 
6189W /12AU7WA 
6197 

6201 

6202 

6205 

6216 

6264A 

6267 

6293 

6322 


_ 6336B 


6350 

6360 

6386 

6397 

6414 

6417 

6463 
6660/6BA6 
6661 /6BH6 
6677 /6CL6 
6678 /6U8A 
6679 /12AT7 
6680 


SPECIAL PURPOSE TUBES 


6681 /12AX7A 
6688 /E180F 
6814 

6883B /8032A 
6907 

6922 /E88CC 
6939 
6953 
6973 
7025 /12AX7A 
7027-A 
7054/8077 
7056 

7057 

7058 

7062 /E180CC 
7077 

7092 /6T50 
Taylor 
7094 

7119 /E182CC 
7167 

7189 

7199 

7199 

7213 

7247 /12DW7 
7289 

7308 /E188CC 


Photocell 


Hi Rel 


CETRON 


i 


7377 

7543 /E130LF 
7551 

7558 

7581A /KT66 
7591A 

7627A 
7730/12AU7A 
7735A 

7737 

7737 

7788 /E810F 
7868 
7895/6CW4/6DS4 
7905 
7984 
8106 
8121 
8122 
8150 
8156 
8322 
8334 
8908 
8950 
8975 
9002 
9003 


Vidicon 


GOLD 


PARTIAL LISTING OF SPECIAL 
PURPOSE TUBES. 


CALL FOR INFORMATION ON 
OTHER NUMBERS. 


WE BUY TUBES 


Please give us a call at 1-800-737-2787 x 308. 


-RF Parts Company « 2008 


see ACX350F fame 


POWER TUBES 


3-500ZG Comparison 6G6146B & 6146W 
3-500ZG China 


6146B TAYLOR 


al $22.00 ea. 


$47.00/matched pair 
$70.50/matched 3 


$154.95 each 


This excellent economy tube manufactured to U.S. 
specifications for RF Parts Co.. 

Excellent quality 6146B suitable for Amateur and 
Each tube is fully tested by RFP prior to shipment. Commercia! Radio transmitters. 

All tubes receive and pass the RF Parts Quality 
Control testing, and carry a limited transmitter tube 
warranty of one year. 


One Year Limited Warranty through RF PARTS. 


Available as singles or in matched sets for equal 
and balanced tube operation. 


$164.95 ea. 
$329.90/matched pair 
$494.85/matched set of 3 


First Quality Tube 
at a Competitive Price 


ts ieee Ns 


$18.95 ea. 

All tubes receive 100% RF PARTS’ testing. $39.00/matched pair 
Basic 6146W military surplus tube. 
Similar to 6146A. 


One year Limited Transmitter Tube Warranty 
from RF Parts. 


One Year Limited Warranty through RF PARTS. 


* Not interchangable with 6146B. 


2 
$179.95 ea. YEAR 
$359.90/matched pair WARRANTy 


“RFP” line is the best quality graphite anode tube in 
the Eimac® format. Virtually an exact copy of the 


Eimac 3-500ZG in both mechanical and electrical 6146W SYLVANIA-ECG/Philips — : 


characteristics. RF PARTS 3-500ZG easily represents 
the best value for the price. — $59.90/matched pair 


All tubes receive 100% RF PARTS’ testing. RF PARTS made a special buy of the very 


desirable last production run ECG-Philips (Sylvania) 


2 year Limited Transmitter Tube Warranty 6146W tubes. 


(1 year + 2nd year prorated). 


These hard-to-find ruggedized JAN Military Grade 
tubes were taken from the Sylvania 6146B production 
line and subjected to higher Quality Control standards. 


The unique mechanical and electrical characteristics 
of Sylvania manufactured tubes make them a favorite 
with technicians and engineers. 


List Price $349.00 
Special $319.95 ea. 


Not available as matched, but we supply tubes from Each tube is individually tested by RF PARTS to 

the same lot. ensure top performance. Excellent for Yaesu, Heathkit, 
Kenwood, etc. 

An excellent graphite anode tube of quality equal to 

Eimac 3-500ZG. Late production made in France One Year Limited Warranty through RF PARTS. 

and marked 3-500Z/8802. Very low failure rate. 


One year Limited Warranty from RF PARTS. 


-572B Comparison 


572B Svetlana Pn 
“7 Warrant 
Ls $54.95 each “anty | 
$109.90/matched set of 2 
$164.85/matched set of 3 
$219.80/matched set of 4 


Excellent Russian tube made exclusively for the U.S. 
market. 


(Note: FL-2100B requires Bias Supply modification to 
use Svetlana Tubes.) 


Base indexed and internal structure aligned and sup- 
ported for both horizontal and vertical operation. 
Low loss ceramic 4 pin base. 


Each tube tested and matched by RF Parts Co. 


Two Year Limited Warranty through RF PARTS. 
(2nd Year Prorated) 


$39.00 each 
Part #: 572B.PRC 


An excellent economy tube manufactured to U.S. 
specifications. 


Replace the 8114's with these 572B tubes 
in your Ameritron AL-811 or AL-811H. 


Our 572B.PRC tube is a copy of the original U.S. 
572B/T160L. 


One Year Limited Warranty through RF PARTS. 


Each tube fully inspected and tested by RF Parts Co. 


$42.95 each Bes; 
$89.90/matched set of 2 V, Glue 
$134.85/matched set of 3 
$179.80/matched set of 4 


High-mu power triode intended for use in Class AB2, 
Class B, and Class C RF and audio amplifiers. 

The modern TAYLOR 572B is virtually an exact copy 
of the original 572B/T160L US tube. 


TAYLOR is the preferred choice for FL2100, 
S$B200/SB201, 
10-160L, 30L1 linear amplifiers. 


Base indexed and internal structure aligned and sup- 
ported for both horizontal and vertical operation. 


Each tube fully tested by RFP prior to shipment. 
One Year Limited Warranty through RF PARTS. 


Minimum order: $25 


811A 
B11A Marshall & Cetron 


POWER TUBES 
Mate in 
$59.90/matched set of 2 USA 


$119.80/matched set of 4 


The Marshall JAN 811A is excellent and appears to be the 
same construction style of the GE JAN Mil-spec 811A 
tube. Ideal for the Collins 30L1, where owner wants to 
keep all U.S. components. 

Standard design allows horizontal use. 

Made in U.S.A. 


Tube tested and matched at RF Parts. 


One Year Limited Warranty through RF PARTS. 


811A TAYLOR Selece 


$18.95/each 
$41.90/matched set of 2 
$62.85/matched set of 3 
$83.80/matched set of 4 
Part #: 811A TAY 


The TAYLOR 811A is the best quality tube in production 
today. Usage tests show it to be equal to the respected 
Svetlana, RCA, and GE 811A.Base indexed and internal 
structure aligned and supported for both horizontal and 
vertical operation. 


Original tube for AL-811/AL811H 


Ideal for the Collins 30L1. and similar equipment where 
tubes mount horizontal. 


Each tube fully inspected and tested by RF Parts Co. 


One Year Limited Warranty through RF PARTS. 


, $179.80/matched set of 4 


$44.95/each 
$89.90/matched set of 2 
$134.85/matched set of 3 


Part #: 811H 
811H Heavy Duty Substitute for 811A 


Just drop this tube into 811A socket. No changes or 
adjustments. Ideal for Ameritron AL811 & AL811H Series 
Amplifiers, where the tubes are run hard. RF Parts makes 
special selection from our Ceramic Based Svetlana 572B 
stock and has assigned the 811H part number to them. 
Rated maximum plate voltage 1900V. 


Each tube tested and matched by RF Parts Co. 


Two Year Limited Warranty through RF PARTS. 
(2nd Year Prorated) 


25 
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POWER & TRANSMITTING TUBES rasa rfparts.com 
8243 895 


Tube ee eee eee Price} Tube #0 ee a Brice: 7203 M382 / TH382 
572B.PRC-—~«SShuguang:—i(itt*” $39.00 | 6146W-M/3 — Syivania/ECGPhilips 89.95 7213 8244 8961 M515 
572B TAYLOR 42.95 | 6146W GE 18.95 7289 8246 8989 M582 / TH582 
Seas UNiOR Pane Ape a se Wee 
572B-M/4 TAYLOR 17980 | 3500ZG-GEN Greenstone 15495 7815 8251 9009 M1057/YL1057 
572B (SV572B) Svetlana 54.95 3-500ZG TAYLOR 164.90 7815R 8252W 9015 M5020 
572B-MP (SV572B) Svetlana 109.90 | 3-500ZG-MP TAYLOR 329.90 8158 8263 6T51 TH-3/A 
572B-M3 (SV572B) Svetlana 164.85 | 3-500ZG-M/3 TAYLOR 49485  g459 9084 6T58RA TH5-4 
Ce ee a too o2 Te2h THB 
811A TAYLOR 18.95 3-500ZG-MP RFP 359.90 8161 8321 7T69RB TH6-3A 
811A-MP TAYLOR 41.90 | 3500ZG-M/3 RFP 539.85 8162 8322 7T84RB Y667A 
8114A-M/3 TAYLOR 62.85 | 3-500ZG-M/4 — RFP 71980 9463 8349 7T85RB yg42 
anaes ere US 23 eteaies ened oe: 8164 8352 8T25RA YC130 
811A-M/3 Marshall US Call 3-1000Z Trition/Eimac Call 8167 8621 8T84RB YC156 
814A-M/4 Marshall US 119.80 | 4-400C-MP TAYLOR (Graphite) Call 8168 8561 8T85RB YC179 
811A RCA © Call | 4400A Eimac Call g469 8660 Cx1140 YU-106 
Teor ee ee = oxii49—“YUHO6 
314H-MP Svetlana 89.90 | Se 8171 8809 CX1157 YU-148 
811H-M/3 Svetlana 134.85 | Where “Cali” is listed, please 8187 8874 CX1159 YU-157 
811H-M/4 Svetlana 179.80 | contact us for special price. 8189 8877 CX1166 YU-199 
suse’ = TaOR~=—=S*«200 «|B = «Matched Pair oes a OC ae 
-MP- 00 

see me fo] | wma Set 8 = eee 
6146W-MP syivania/ECG Philips 59.90 | MW/4 - Matched Set of 4 3242 3938 M347 /TH347 9Sp4 

211 M1034SK /RS1034SK 3CX15000A3 3CX1200A7 / 8283 4CX350R / 8930 

2J55 M1056 /YL1056 3CX15000H3 3CX1200D7 /YU121 4CX400A 

2J70B M1057 /YL1057 3CX15000A7 3CX1200Z7 / YU181 4CX400Y 

572B M5020 3CX20000H3 3CX1500A7 / 8877 4CX600J : 

805 M328 /TH328 4C35A 3CX2500A3 / 8161 4CX800A 

807 M338 /TH338 4CV100000C 3CX2500F3 / 8251 4CX1000A / 8168 

810 M347 /TH347 4CX125C 3CX2500H3 4CX1500A 

811A M382 4CX250B /7203 3CX3000A 4CX1500B / 8660 

812A M582 /TH582 4CX250FG /8621 3CX3000A1 / 8238 4CX1600B 

813 M584 /TH584 4CX300A /8167 3CX3000A7 4CX1600U 

833A M5020 4CX350A /8321 3CX3000F3 4CX3000A 

833C M515 4CX350F /8322 3CX3000F7 / 8162 4CX3500A 

833D TH5-6 4CX1000A /8168 3CX4500F3 /YU108 4CX3500C / 8349 

845 TH6-3A 4CX1500A 3CX6000A7 / 4CX5000A 

866-SS 5C22 4CX1500B /8660 3CX10000A3 / 8159 4CX5000R / 8170W 

872A-SS 7F71RA 4CX3500C /8349 3CX10000A7 4CX7500A 

5867A 7162R 4CX350F 8322 3CX10000H3 4CX10000A / 8166 

5868 71T69RB 4CX5000A /8170 3CX15000A3 4CX10000D / 8171 

5894 7184RB 4CX5000R /8170W 3CX15000A7 4CX12000A / 8989 

5949A 7185RB 4CX10000D /8171 3CX15000H3 4CX15000A / 8281 

6146B 8F68R 4CX10000J 3CX20000A7 4CX15000J / 8910 

7092 /6T50 8F75R 4CX15000A /8281 GS-35B 4CX20000A / 8990 

8536 8F76R 4CX35000C /8349 YU-156 4CX20000B 

8741 8T25RA 4PR60C /8252W 4CPL1000A 4CX20000C 

8560AS 3CW20000H3 5CX1500A 4CS250H 5CX1500A 

8613 3CW40000H3 3CPX800A7 4CWs800 5CX1500B 

3-500ZG 3CW45000H3 3CPX1500A7 4CX250R GS-36B / 4CX400A 

4-400A /8438 3CX1500A7 /8877 3CPX5000A7 4CX250B / 7203 GU-74B / 4CX800A 

4-400C /6775 3CX2500A3 /8161 3CW5000F 1 4CX250BC / 8957 GU-84B / 4CX2500 

4-400G 3CX2500F3 /8251 3CW20000A1 4CX250BT 4PR60B 

C1149 _ 3CX2500H3 3CW20000A7 4CX250FG / 8621 4PR60C / 8252W 

C1166 3CX3000A7 3CW20000H3 4CX250H 4X150A / 7034 

CX1140 3CX3000F3 3CW20000H7 4CX250K / 8245 4X150D / 7035 

CX1157 3CX4500F3 /YU108 3CX100A5 / 7289 4CX250R / 7580W 4X150G 

CX1159 3CX6000A7 /YU-148 3CX300A1 4CX250VT / Y497 4X500A 

4PR60C /8252W 3CX10000A3 /8159 3CX400A7 / 8874 4CX350A / 8231 

HY6302 3CX10000A7 /8160 3CX400U7 / 8961 4CX350AC / 8321A 

M1034L /RS1034L 3CX10000H3 3CX800A7 


4CX350F / 8322 


Price and availability subject to change 


U 


TM 


E> 


Quality Transmitting Tubes for Communications and Industry 


211 
2J55 
2J70B 
572B 
805 
807 
810 
811A 
812A 
813 
833A 
833C 
833D. 
845 
866-SS 
872A-SS 
5867A 
5868 
5894 
5949A 
6146B 
7092 /6T50 
8536 
8741 
8560AS 


More Watts per Dollar” 


8613 

3-500ZG 

4-400A /8438 
4-400C /6775 
4-400G 

C1149 

C1166 

CX1140 

CX1157 

CX1159 
4PR60C /8252W 
HY6302 
M1034L /RS1034L 
M1034SK /RS1034SK 
M1056 /YL1056 
M1057 /YL1057 
M5020 

M328 /TH328 
M338 /TH338 
M347 /TH347 
M382 

M582 /THS82 
M584 /THS84 
M5020 

M515 


TH5-6 

TH6-3A 

5C22 

7F71RA 

7T62R 

7T69RB 

7T84RB 

7T85RB 

8F68R 

8F75R 

8F76R 

8T25RA 
3CW20000H3 
3CW40000H3 
3CW45000H3 
3CX1500A7 /8877 
3CX2500A3 /8161 
3CX2500F3 /8251 
3CX2500H3 
3CX3000A7 
3CX3000F3 
3CX4500F3 /YU108 
3CX6000A7 /YU-148 
3CX10000A3 /8159 
3CX10000A7 /8160 


Special Pricing — Please call for Quote. 


RF Parts Company inspects each tube, and 


Certifies that these tubes meet their manufacturer's 
peer ueauene for quality and performance. 


Minimum order: $25 


3CX10000H3 
3CX15000A3 
3CX15000H3 
30X15000A7 
3CX20000H3 
4C35A 
4CV100000C 
4CX250B /7203 
4CX250FG /8621 
4CX300A /8167 
4CX350A /8321 
4CX350F /8322 
4CX1000A /8168 
4CX1500A 
4CX1500B /8660 
4CX3500C /8349 
4CX350F 8322 
4CX5000A /8170 
4CX5000R /8170W 
4CX10000D /8171 
4CX10000J 
4CX15000A /8281 
4CX35000C /8349 
4PRG60C /8252W 
5CX1500A 


All tubes carry the full Manufacturer's Limited Warranty by RF Parts Co. 


POWER TUBES 


RF PARTS 


COMPANY 


4 From Milliwatts to Kilowatts™ 


For pricing, contact RF Parts at 
760-744-0700 © 800-737-2787 
Fax 760-744-1943 * 888-744-1943 
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TRANSMITTING TUBES 


BROADCAST ¢ INDUSTRIAL « COMMUNICATIONS. « © CRT's: 


www.rfparts.com 


3CPX800A7 

3CPX1500A7 
3CPX5000A7 
| 3CWS5000F 1 

3CW20000A1 
3CW20000A7 
3CW20000H3 


4CPL1000A 
4CS250H 


= 4CW800 


| 40X125C 
4CX250R 

} 4CX250B / 7203 
4CX250BC / 8957 


7 4CX250BT 
e = 4CX250FG / 8621 


3CW20000H7 
3CX100A5 / 7289 
3CX300A1 
3CX400A7 / 8874 
3CX400U7 / 8961 
3CX800A7 
3CX1200A7 / 8283 


4CX250H 
4CX250K / 8245 
4CX250R / 7580W 
4CX250VT / Y497 
4CX350A / 8231 
4CX350AC / 8321A 
4CX350F / 8322 


4CX350R / 8930 


4CX400A 


8161 
8162 
8163 
8164 
8167 
8168 
8169 
8170 
8171 


8184RB 
8T85RB 
CX1140 
CX1149 
CX1157 
CX1159 
CX1166 


WI 


REBUILT 
TUBES 


3CX1200D7 / 3CX2500H3 
YU121 3CX3000A 
3CX1200Z7 / 3CX3000A1 / 8238 
YU181 3CX3000A7 
3CX1500A7 / 8877 3CX3000F3 
3CX2500A3 / 8161 3CX3000F7 / 8162 
3CX2500F3 / 8251 3CX4500F3 / 
4CX400Y 4CX3500A 
4CX600J 4CX3500C / 8349 
4CX800A 4CX5000A 
4CX1000A / 8168 4CX5000R / 
4CX1500A 8170W 
4CX1500B / 8660 4CX7500A 
4CX1600B 4CX10000A / 8166 
~ 4CX1600U 4CX10000D / 8171 
4CX3000A ~4CX12000A / 8989 
8187 8247 
8189 8251 
8238 8252W 
8239 8263 
8241 8281 
8242 8295 
8243 8321 
8244 8322 
8246 8349 
CX1528 M584 / TH584 
M328 / TH328 M1057/YL1057 
M338 / TH338 M5020 
~ M347 /TH347 TH-3/A 
M382 / TH382 TH5-4 — 
M515 TH5-6 
M582 / TH582 TH6-3A 
UBES 


La 


YU108 
3CX6000A7 / 
3CX10000A3 / 
8159 
3CX10000A7 
3CX10000H3 
3CX15000A3 


4CX15000A / 8281 
4CX15000J / 8910 
4CX20000A / 8990 
4CX20000B 
4CX20000C 


5CX1500A 


5CX1500B 
GS-36B / 4CX400A 
GU-74B / 4CX800A 


8352 
8621 
8561 
8660 
8661 
8809 
8874 
8877 
8904 


Y667A 
Y842 
YC130 
YC156 
YC179 
YU-106 
YU-108 


ill 


= 
bor] 
S 


3CX15000A7 
3CX15000H3 
3CX20000A7 
GS-35B 
YU-156 


‘ustomer Service, Tech Support 760-744-0500 
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Price and availability subject to change 


IT 


_RF PARTS maintains a large inventory 
of Rebuilt Metal-Ceramic tubes at 
competitive prices. 


Your “dud core” may be rebuilt or oe : ae 
accepted in exchange for one from 
our inventory. 


RF Parts can supply rebuilt tubes 
from 1500W thru the 20,000W sizes. 


i A \ 


Minimum order: $25 QUANTITY PRICING AVAILABLE 


Sockets 
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TUBE SOCKETS 


SK9 minipe 


SK3A 


122-0244-200 
Part# __Description/Notes rc a, 
SK1A Svetiana socket. Special 4CX800A. Built-in scr bypass 
cap HF/VHF Call 
SK1Y 7 Pin ceramic socket for 4CX800A. 19.95 
No internal screen bypass cap, great for HF using 
external screen bypass cap. 
| SK3A Svetlana socket; 4CX1600B Call 
SK4A 4 pin ceramic for 811A, 812A, 572B, 866A 3.50 
SK4P 4 pin phenolic for 1 1/8” hole, phenolic 2 hole mtg. 3.50 
SK4C 4 pin ceramic for 1 1/8” hole w/snap ring 5.95 
SK5 5 pin ceramic; 807 4.95 
SK7 mini 7 pin molded miniature 1.95 
SK7 7 pin ceramic; 813 16.80 
SK8 8 pin ceramic, 
std. octal, silver contacts; 6L6, 6146B 2535 
fm) SK8PC 8 pin octal. Similar to SK8, but PC mounting 2.65 
©»: SK9minipc 9 pin miniature PC mount; 12AX7 etc. 2.49 
SKQmini 9 pin miniature chassis mount; 12AX7 etc. 2.49 
SK9 9 pin Compactron type/chassis mount flange Call 
a SK12 12 pin Compactron type/pc mount 3.45 
SK14 Socket and Grid Collet; 3CX3000A7 /3CX6000A7 = Call 
SK211 Generic version of Johnson 123-0211. 
For 211, 805, 810, etc. 10.95 
SK410 Eimac air cooling type; 3CX1200A7, 3-500Z Call 
SK410S Deluxe air cooling type. Silver plated contacts 
mounted on ceramic insulators. 44.95 
SK509 Svetlana socket; 9 pin ceramic Euro. 
EL509, 6KG6, 6N5 7.65 
SK700 Eimac SK700 air system; 4CX300A Call 
SK711-P —_Eimac air system type w/scr. bypass cap. 4CX300A Call 
SK711T Teflon insulation version of SK711 Call 
SK2200 Air System socket for 3CX1500A7/8877 
(grid driven) 95.00 


@ Denotes our 100% equivalent to manufacturers original part. 


www.rfparts.com 


-P Denotes removed from new & surplus equipment. Guaranteed in very good condition. 


We can special order tube sockets not listed. 


__ Price Ea. 


| Part# .___Description/Notes os Se eee 
| SK2210 @ Air System socket for 3CX1500A7/8877 

(cathode driven) 95.00 
D231 Socket for 4CX300A. No bypass Call 

122-0247-202 Johnson flat ceramic, 7 pin. 8877, 5894, 
7094, 4-65A, 829B 65.00 
122-247 -P Johnson flat ceramic, 7 pin; 5894, 8877, etc. Call 
247-TAY Taylor Tubes copy of Johnson 122-247-1 19.95 
122-0101-300 Ceramic, 7 pin; 4-65, 5894, 7094, 
829B, 4D32 Call 
| 123-206 Super Jumbo, 4 pin; 8008, 5C22 — 40.00 
123-209 Medium, 4 pin twist lock, same as 123-210. 
: 811A, 866A, 100TH, etc. 24.95 
123-0211 Johnson Jumbo 4 pin Socket for the 211, 805, 810, 872A, 
and others with EIA base number A4-29. 

Porcelain base with aluminum shell. 

Same as SK211 Call 
| 33094 Millen 4 pin Jumbo. Same mounting hole pattern as 
122-0244-002, except steatite is 3.25” diameter. 44.90 

234 Jumbo 4 Pin Socket with open center for air flow. 
Similar to part # 33094. 32.85 
122-0244-200 Johnson “244” 4 pin Jumbo, Silver pins, mil-grade, 
flat steatite. Ceramic socket for 8008 and many 
rectifier & thyratron type with EIA base numbers 
A4-15, A4-16 and A4-18. Call 
122-0244-200-P Same as above, removed from working 
equipment, excellent condition. 37.00 
275 Johnson flat ceramic; 3-500Z, 4-400, 3CX1200A7 32.95 
275-TAY Taylor Tubes copy of Johnson 275 17.95 
275-CLIP Set of 4. 

For holding SK406, SK506, SK576 Chimnies. 2.00 

up 


Price and availabilit 


leisy jiecieen TUBE SOCKETS 
‘Large Transmitting Tube Sockets 


ity 


SK184A ~ $K300A 


$1300 Sk8 SK800B 
Part #2 eee aUise SOCKETS Ses oo ot ee eee gen Net Rainy Part # eoercpee TUBE SOCKEIS cau) ewee wiles 5 eee Net Ea, 
SK13 Ceramic Socket for 833A & 833C. $49.95 | SK1300 Socket 3CX10000, 3CX15000A Taylor 395.00 
SK14 Socket & grid ring for 3CX3000A7 and 3CX6000A7 375.00 | SK1320 Socket (Ground Grid), 3CX10000A, 
| 3CX15000A Svetlanan Not Available 
SK84 Coaxial socket for GU-84B (Russian) 120.00 | : 
| SK1320 Socket (Ground Grid), 3CX10000A, 3CX15000A 
SK184A Socket, Bypassed w/Chimney 8295/PL172 Call | Taylor 395.00 
SK211 Jumbo 4-pin Twist Lock 211, 805, 810, 845, 872A, etc. | SK1320-P Socket (pullout) Eimac. Call 
Same as Johnson 123-0211 10.95 | 
SK1400-P Socket for 4CX3000A Call 
SK300A Taylor Socket for 4CX5000A 395.00 
SK1420 Eimac Socket for 5CX3000A Call 
SK300-P Eimac 4CX5000A Call 
SK2011A Eimac Socket 4CV50,000E, 4CV50,000J, 4CW50,000E, 
SK320 4CX20,000 series Call 3CWS50,000J, 4CW100,000E, 4CW150,000E, Y676 Call 
SK340 Svetlana 4CX7500A & 4CX3500A Call SK2011A-P Eimac Socket (pullout) Call | 
SK375 Not air system socket, low inductance between filament SK5868 Ceramic Socket, 5868/TB4/i250 Call 
and mounting surface. Plastic support insulates the | 
socket from ground. For cathode driven service. | SK7092 Special ceramic socket for 7092 tubes Call 
4CX5000A/R/J and 4CX10,000D Special Price 270.00 | 
| Y770 Eimac Socket Special Low input Cap. 4CX1500B Call 
SK510 Eimac Air Cooling type, style similar to SK410 
4-1000A, 3-1000Z Reg. $99.95 89.95 
SK510S Deluxe metal socket, air cooling, ceramic insulators, my Nhe ona oom: Bi s 
plated silver contacts 3-1000A, 4-1000A, etc. Tube Base 4CX250B Series 
Mfg: Taylor. 69.95  Thisis the standard ceramic 
base for use in building test 
SK800B Air system socket. No grounded contacts. Bypass fixures, or as a connector. 
screen capacitor. 4CX1000A, 4CX1500B Call | Mates with the SK1A socket. 
SK810B Same as SK800 except cathode, and one heater | Large quantity available. 
contact are grounded to shell. Call 
; Part #: FT250-TAY 
SK820 Eimac Socket for 4CX1000K Call $16.00 ea 
SK840B Air system socket. Bypass screen capacitor. 
4CX1500A, 5CX1500B. Mfg. Eimac. Call 


SK1300 Socket 3CX10000, 3CX15000A SvetilanaSpecial $295.00 
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Minimum order: Rann h 
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TUBE SOCKETS & ACCESSORIES 


Sockets for 3CX800A7 © 4X150A ° 4CX250B « WCXQ50A © ACX400A ° ° WCX600 ® 8930 


124.0311.100 Johnson 14 Pin 3CX800A7 * 8072 * 8122 + 8874 


SK2A 8 pin ceramic socket w/center grid contact. $14.95 | : st 
No internal screen bypass, great for HF. | 124.0311.100-1 Johnson 11 Pin, unboxed special i 
| SK650 Eimac air system socket same as 124.0311.100 
SK600/A Air System type w/cathode gnd & screen bypass Call 
: pearly : | SK650-P 4CX250B, ete. Call 
SK600A-P Same as above, removed from working equipment Call 
SK655 Eimac screen bypass capacitor Call 
124-110 Johnson equivalent of SK600 Call} ; 
E } GRIDCOL-4 Grounding grid collet for 3CX400A7, 3CX800A7, 3CPX800A7 Call 
124-110-P Johnson equivalent of SK600, 2700pF screen cap. Call | ; ; 
Excellent condition. Dual Tube Socket and Chimney Assembly for 
' 
124.0112.001 Same as SK610. mfg: Johnson, Call 4&X150A © 4CX250B&F «© 4CX350A& F 


Equivalent to S600 w/cathode ground 


124-112-P Johnson equivalent of SK610, 2700pF screen bypass Call Designed for 2-30 MHz Power Amplifier. In excellet 
condition, removed from military communications 
SK-612 Socket, Eimac, Special . 110.00 equipment. 

i i Il i : : 5 er 
naa Bie Syolen) Le W/ Scie Py pass eat . Available only with pair of tubes. DTS&C with a pair of: 
SK630A-P Similar to SK620, except grounded cathode Call 4X250F. Other tube options available. 

; Supply Limited. L 
SK600A/SK610/SK620A-P Excellent condition, “Pull-outs” Guaranteed Call ¢ ; 
SK640 Air system socket, no bypass Call Part Number: DTS&C-2 

Price Each: $179.00 
124-113-001  Sameas SK655, screen bypass cap, round frame Call 
124-113-16 Screen bypass cap ring, Square frame Call 


parts aay eee CHIMNEY! Sibivess) Wer Seti ewie == iNet Ea: ae 7 ee 
SK306 Eimac 4CX5000A /YC156/3CPX5000A7 $Call HRS - . 
SK316 Eimac Chimney 4CX15000A, YC130. Call 
SK406 Eimac Glass Chimney 3-500Z height: 4.75” - Call 
SK406A Chimney for 3-500Z (Generic). height: 4.25” 45.00 
SK406B For 3-500Z/4-250A/4-400A height: 4” 40.00 
(Requires socket to be mounted 4%” below chassis for proper air flow.) 
SK436 Eimac Glass Chimney 3CX1200A7 94.95 
SK446 Eimac Chimney 3CX1200A7 Call |* 
SK506 Eimac Glass Chimney 4-1000A 125.00 
SK516 Eimac Glass Chimney 3-1000Z : 110.00 PC509 AC Series 
SK606 /124.111.001 Eimac Ceramic, standard 4CX250B See Web or Call eas: 
SK606-P Ceramic Chimney, used Call 
SK646 Ceramic Chimney use SKG46T or 124.0111.011 | Part# ss PLATE CAPS & HEAT DISSIPATING CONNECTORS == —CCSCéCNet¢ Ea. 
: AC Series Anode Clip Silver Plt.: 833 and 3CX & 4CX tubes Call 
SK646T Teflon Chimney 4CX400A & 8930/4CX600J Call : 
HR2 Finned, .0625, Grid 75TH/TL, LOOTH/TL $ 8.95 
SK806 Eimac Chimney 4CX1000A * 4CX1500B Call ‘ ; 
HR3 Finned, Plate: 35T/TG, 75TH/TL, VT127A 
SK1306 Chimney 4CX10,000D, 3CX10,000A7, 3CX15000A7 Call Grid: 35TG, VT127A, 250TH/TL, 327A 8.95 
SK1406 Eimac Chimney 4CX3000A Call | HR4 Finned, .1015, Plate 327A 8.95 
SK1906 Eimac Chimney 3CX800A7 65.00 | HR6-short Finned, .367 hole/Low profile, 3-500Z/4-400A/etc. 6.95 
SK2216 @ Teflon Chimney 3CX1500A7 * 8938 47.50 | HR6-tall Same as above, but 0.62” tall 7.95 
Y358-P Square base w/4 mtg holes for SK620 * SK630 Call | HR8 Finned, .575” hole 3-1000Z/4-1000A/4PR1000A/833 10.95 
Similar to SK636A. Has locking anode clamp ring. PLCAP1 Ceramic Plate Cap for 8114/572B/866/810/813/833 2.70 
ACX800CHIM Teflon Chimney for 4CX800A - | PLCAP2 Ceramic Plate Cap for 6146B/6LF6/6LQ6/8950, etc. 2.30 
8930TCHIM Teflon Chimney 8930 on SK600 or 4CX400A on SK630 19.95 | SPRCLP Spring Clip for 6KD6, 6KG6, EL509 75 
CH1600B Svetlana Chimney for 4CX1600B 35.00 | SPRCLP-L Spring Clip for 572B, 810, 813, 866A & AS. S55 
CHIM3000 Chimney 3CX3000A7, 3CX2500, etc. Call | PC509 Ceramic EL509, 6KD6. For 1/4” caps. Mfg: Millen 6.50 
dane % 


39 Be & Delivery. _ Customer Service, Tech Support 760-744-0500 
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Heavy Duty Filter Capacitors | a 

QUALITY FILTER CAPACITORS | SNAP LOCK CAN S 

RADIAL LEAD | ELECTROLYTIC CAPACITORS 5 

| (PC MOUNTS) SINGLE SECTION . 

Ren tr OM gr UPL, -e WVDC) $7 Dxbiin) S?_ Net Designed for long life and high ripple current. 5 

RAD1500-15 CDE 1500 15 1.0x1.2 $3.00 uf: 

RAD470-16 NICHICON 470 16 0.4x0.8 40 | val 
VPR162 MALLORY 1600 16 0.8x1.8 1.25 | RF Parts Ripple = DxL Net 
VPR232 MALLORY 2300 16 0.9x1.7 1.25 | PartNumber == Mfg. °C CF CWC sC*DWMA). Ss (mm)_ Each 
3300-16 NICHICON 3300 16 0.91.6 00 sete on eo aia oe A RI TE 
604D 2 SPRAGUE a7 os OA 59 | SNAP 1000/200 NICH 105 1000 200 Dip te as dk vele 
470-40 CHEMICON oe 40 O.6x1.6 509 | TSHN680-250 PANASONIC 105 680 250 18 35x51 3.95 
100-25 NICHICON 400 os ae 50 | 82D122P250 SPRAGUE 8 1200 250 35x63 4.50 
4000.25 ELNA 4600 ae 0.7%4.0 d45 | LP3I400U221 ELNA 105. ) 220 G8; 400 10 30x51 3.00 
Kobus ic 550 36 aut gs | LGK2G221MHSA NICH 105 220 400 088 25x51 2.95 
RADETOIO0 SARCON 270 100 67x45 200 | LGQ2G331MHSB NICH 85 330 400 2.0 30x47 3,30 
RAD15-950 Pancont ae eo 06x18 1.60 | LLK3W390MHSB NICH 105 390 400 24 35x41 3.55 
PADEE 50 S ARGON a7 950 Bie 1.75 | LGU2W121MHLA NICH 105 120 450 08 25x31 3.95 
RAD100-250 MARCON 400 250 0.6xL.6 > 65 | ECOS2WB151DA MATSUSHITA 105 150 450 15 30x30 3.95 
RAD ORO CAMHWA re ay Ore 500 | LLQ2W271MHSC NICH 85 270 ~—- 450 18 (35x35 4.50 
OVGI1sIMRCHS NICH 480 100 women 575 | 81DA271M450KE2D CHEM 105 270 450 19 30X47 4.50 
S9DAG41M450 Parcon 660 rep TA82 9.95 | KMH450VN391M CHEM 105 390 450 23 35X45 4.45 
Sea O00 aT ules 50 Oe 5.40 | LLK2W471MHSB NICH 105 470 450 25 35x51 5.30 
381LX471M450 CDE 105 470 450 25 35x51 5.50 
hep sale 82D1500-450 CHEM 85 1500 450 : 40x80 9.95 
TWIST MOUNT METAL CAN PEH532JCD5100MZ _—RIFA 105 10,000 35V : 30x35 3.95 


ELECTROLYTIC CAPACITORS 


RF Parts made a special buy on these high capacitance caps. 


1500UF, 450V 


} 
i 
| 
} 
| 
Ratt By tits Sew rey, Mig. paubalt 9 o4 UF Oat Oe wvpc——siDxLin.) Net | j 
SINGLE SECTION Mfg: Chemi-Con 
TVL1645 SPRAGUE 320 350 1.4x4.0 $7.95 | 40 x 80 mm 
290-0190 SPRAGUE 40 400 1.0x2.5 8.95 | 
UP1AJ57 CDE 10 450 0.8x2.0 8.95 
TVL1730 SPRAGUE 60 450 1.4x2.0 11.95 | Part #: 82D1500-450 
FP155 (Heathkit) MALLORY 125 450 Call Price: (1-5) $9.95 ea. 
TVL1820 SPRAGUE 40 4T5 1.4x2.0 9,95 | (6-11) 8.95 ea. 
DUAL SECTION 
183-1262 SANGAMO —-20-20 450 1.0x2.5 13.95 
FOUR SECTION 
031-464 SPRAGUE  40-20-10-410 450-450-400-350 1.4x2.5 13.95 
270099-24 MALLORY  100-50-40-25 350-350-300-25 1.4x2.5 9,95 
} 
Twist Mount Can Phenolic Mounting Plates for 1.4” Can .90 | 
DS Sa ee ee pa es Ree EE eat ee ae ad Ee eee 
; CYLINDRICAL ELECTROLYTICS 
AXIAL LEAD | 
2 | a as wpe DxL(in.) Net 
1000-16 RUBYCON 4000 16 0.7x1.6 $.70 | ne 
: 4 8x1.7 
ie sae sae ‘e are iio | Pat# Style Mig. uF WDC Dakin) 
40K =f 1506 ip re 119 | 3602136015 B SPRAGUE 21000 15 2.0x3.5 $4.95 
BOLE eco ees a Mate ee | 32DX6906 A SPRAGUE 8200 25 1.38x3.5 4.95 
REAGOL SEMEN in fe Cea 175 | CG (Atlas) D MALLORY 40000 25 3.0x4.5 Special:10.95 
Donne SiChaOR pa Be Roe 14g | 102P80425 c MEPCO 405000 25 2.5x6.0 32.95 
WEAIGGEO pe ~ - apr ae | CGS1053N @ MALLORY 105000 25 2.5x6.0 32.95 
py eae ks Abbe 55 ee Aeoke 470 B CHEMICON 20000 35 2.0x4.5 16.00 
ei On ae 130 lees 100 | 36D42000-40 B SPRAGUE 12000 40 2.0x4.5 8.95 
sabre ee en ae. ep 595 | M39018 C SANGAMO 22000 40 2.5x4.5 6.95 
Sees) ae a5 als Nee 3.00 | S6DE40LG B CHEM-CON 60000 40 2.0x6.0 19.95 
es ePEACUE es sg Noge ngs | 32DR6140 B CHEMICON 12500 50 2,0x4.0 40.95 
1065 ree, te aeG ane 9,95 | CGS153U050* B MALLORY 15000 50 2.0x4.5 12.95 
Wenienaed as ae 380 Nee 1.95 | 36D461F350 B SPRAGUE 460 350 2.0x4.5 8.95 
CGS102T350V4C B MALLORY 1000 350 2.0x4.5 8,95 
QHR2WAB226T SAMHWA 22 450 0.6x1.6 1.25 
teh epRIGOE 3 as a 695 | 32010015 B SPRAGUE 450 400 2.0%3.5 13.95 
mee Hae ye tA ete gos | 98:8084.5 B PHILIPS 510 400 2.0x4.5 14.95 
TC80 MALLORY 80 450 4.0x3.0 1095 po 2 Ge sean! eS a tO sek 
aesianl SALA aes ee en se i195 | 3186GH222T D MEPCO 2200 400 3.0x6.1 15.95 
=e Sl Gey 18 hen apa agg | CGS401T450R2C* A MALLORY 100 450 1.38x2.5 8.95 
aes Deh eie 20 ee: Paitin tos | CGS211T450R4C A MALLORY 210 450 1.38x4.5 14.95 
DCMC271T450AA2B A CORNELL 270 450 1.38x2.4 11.95 
Re tere etal noad filter tar dineare 36DA450-450 B CHEMICON 450 450 20x35 17.95 
Ee ODE ee we mee 108° | CGS531TA50RAC A MALLORY 530 450 138X45 14.95 
WERIO2-480 CDE 1g $0 pad 1898 | 36DX660F450 c CHEMICON 660 450 25x35 13.95 
WBR60-500 CDE 60 500 4.0x2.5 13.95 ee 


* Limited Stock # Spade Lugs 


Minimum order: $25 we: QU, mM F : | 5 | 33 


CAPA C iIT0 RS Note: We expect some capacitor prices to change during 2008 due to increased - uf. : : Sree a ap : wwuw-rfparts.com 


High Voltage Capacitors 
H.V. PLATE COUPLING & BYPASS H.V. FEEDTHRU CAPACITOR 
CAPACITORS FOR HIGH POWER LINEAR AMPS 


Ideal for high power amplifiers. Manufactured by Sprague. 
i Capacitor body 1”0Dx0.5”L. Mounting hole size: 7/16”. 


Part #: 680pF-6kv ¢ Special Buy: $9.95 


Fig. A Fig. B 
Max Plate 

Part Numbers aes eee sUnB ances Volts Sam Fic. Volts areictes. DxL(in.) __ Net. 
.004-3KVHDA .004 3 KV A 1.8 KV 0.8x0.1 
.002-40KVHDA .002 1OKV A 6 KV 1.1x0.3 
.001-10KVHDA 004 AOKV A 6 KV 0.8x0.3 
.0002-10KVHDB .0002 10 KV B 6 KV 0.5x0.3 rag 
.001-3KVHDB .004 3KV B 2.5KV 0.8x0.3 H. V. CERAMIC DOORKNOB CAPS 
.0022-6KVHDB .0022 6 KV B 3.5 KV 0.5x0.2 
.001-10KVHDB .004 A1OKV B 6 KV 0.6x0.25 Manufactured by MURATA 
.0005-40KVHDB 0005 40KV B 6 KV 0.5x0.25 Ideal for RF coupling & bypass and HV power supplies. 


T.C. N4700 material. ; 


H.V. OIL FILLED CAPACITORS — 


PartNumber MfgNumber PF KV Tol. __ Dim.(mm) Net 
\ | 281M DHS4E4028IMCXB 280 20 20% 20x24x20 $27.95 
2527 DHSF44F252ZR2B 2500 30 - 52x34x32 49.95 
54 uf, 660 VAC + AEROVOX / 101M DHS4E4G104MCXB 100 40 20% 20x36x32 27.95 
Dimensions: 4 5/8” x 2 5/8” x 8” | 
Weight: 4.2 Ibs. 
Non-PCB 


Part #: H83R665 


RF Parts Special: $27.50 ea. Manufactured by TDK - KBN - HEC 


PartNumber Pfs KV a Dim.(In.) Net_ 

4700-5 4700 5 2.0x0.5 $39.95 
88 uf, 1200 VDC * AEROVOX UHV-6A 2700 30 2.375x0.875 49.95 
Dimensions: 4 1/2” x 3 1/2” x 10 1/2” TDK 2200-40 2200 40 2.375x1.125 54.95 
Weight: 8.5 Ibs. 561K 560 50 1.5x1.125 49.95 
Non-PCB 


Part #: 102P10202 
RF Parts Special: $29.95 ea. 


21.3 uf, 5000 VAC + GE 


| 
j 
Non-PCB | 
Dimensions: 6” x 3 34” x 10” 
ag Eg 5 : SPRAGUE - CERAMITE 
Part #: 28F2025G-11-3 
| Part Number Pi KV_——Dim,(In.)_—_—_—Neet, 
RF Parts Special: $95.00 ea. 715C651Z18DK 650 18 + « - (49) $9.90 
Limited Supply | - (10-24) 8.90 
/ : (25-up) 8.00 
: Cer aio 20DKTS 500 20 15x16 29.95 
To get information on new capacitor inventory, | 
visit our website at www.rfparts.com/caps.html 
Our Cap Case Lead Price Each D max. p< 
Pate ee oe uF__WVDC Size Style__-Mfg.__ 49 10.24 25-99 100 : eles 
EDST-1.0/35 10 35 A At ee $ 252s oe eee L prea Ae 
EDST-1.0/50 10 50 A AL AVX i aang iguana 4 Ny . max 
EDST-1.5/50 15 50 A AL AK AQ 35. - ~~ BOann35 say lind Gas 
EDST-2.2/25 22 25 A AL AVX 25 3422 ™ co nanag . 
EDST-3.3/16 33 16 A E2 AVX 25. 302.) TSs0Neaay. le 20 >| 
EDST-3.3/35 3.3 35 A AL Kemet 50 45 40. 35 aloe 
EDST-4.7/35 4.7 35 A E2 AVX 50, Ab 40.35 +k Maximum seated height is identical to maximum length for units ordered with Lead Style "A1". 
EDST-10/16 10 16 A E2 = Ait 50 | ant Soe 
Case | Diameter ne Seated Height] Case Diameter Length Seated Heigh 
EDST-10/35 10 35 B E2 AVX 65 57 50 «45 Size | D ney) L (Max.) | H a Size | D (Max.) Bu H Le 4 
EDST-15/25 15 25 B Al & 110 1.00 95 .90 280 25 
EDST-68/15 68 15 E E3 = 150 140 125 1.00 ¢ 216 360 420 £650 710 
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Price and availability subject to che 69 
ug ane : Note: We expect some capacitor prices to change during 2008, due to increased manufacturing costs. CAPAC ITORS = 
y Rem sSNA ey 2 ney Tey " n " N 
Ceramic Doorknob Capacitors : 
HVC + CENTRALAB * HEC = 
HT50/HT58/HH58/850S Series RF Doorknob Caps Waa, is 
0.82" Diameter x 0.89” Long + 6-32 Thread 7504 SO MMF bral) s 
¥ 7s 
e 
wo 
ou 
LL 
ir 
Order Factory Current/Amps Net Order Factory Current/Amps Net 
Number Ss pF TC =41MHz 10MHz 30MHz Each | Number —sPart# = pF CTC FCO AMHz 10MHz 30MHz si Each 
4 KVDC Rating 7.5 KVDC Rating 
580067-4 HT50S670JK 67 $15.95 | 580005-7 HT50V050 5 WNPO ecn8as ) 4. 2e= 0 7.3 $18.95 
5 KVDC Rating 580012-7 HT50V120 12INPOM 839 54° 7.3 18.95 
580012-5 HT50T120 190 NPO Ne S80 4,2 1807.3 $16.95 | 980020-7 HT50V200 ZR NOR Dasha mae ok 18.95 
580028.5 HT50T280 ORRINPO§ e838 4.9 Ae 7.9 16.95 | 980025-7 HT50V250 25gENPOM | -SS- 049 oa t8 18.95 
580040-5 HT50T400 40 NPO 133 53 89 46.95. || 980040-/ HTSOVZ00MA_ 40. NPO Si) 83 18.95 
580050-5 HT50T500 50 NPO 166 54 94 16.95 || 290050-7 HT50V500 SO Oa yore ea 04 18.95 
580057-5 HT50T570 57 NPO 188 54 96 16.95 || 2800677 HT50V670 OU NPC dee tua oe 19.95 
5800625 HT507620 62 NPO 209 55 97 iC) | fatale. HTSOV750 SNP OTE SOO Be see] 18.95 
580063-5 HT50T630 Bavaro OG ss 07 16.95 | 580100-7 HT50V101 100 N-750 36 68 OF 18.95 
580067-5 HT50T670 BME NPOMEED 1Ge EBB ic 9.7 15.95 | 580120-7 HT50V121 120 N-750 37 69 99 18.95 
Ba007s5. HISOTTS0 ~~ TSUNEO. 55 G5. 07 |) 46.95 | 580140-7 HT50V141 140 N-750 7.0 10.2 18.95 
580080-5 HT50TO80 80 N750 27 66 7 46.95. 1] 1p80170-7 HTSOVA74 470 _N-750 ite. 104 18.95 
580100-5 HT5OT101 100 N750 36 68 97 16.95 | 580200-7 HT50V201 200 N3300 28 51 69 18.95 
580140-5 HTS5OT1AL 140 N750 37 69 99 16.95 | 580240-7 HT50V241 QAOUN'33008 2:8) 5:2 Oi cTt 18.95 
580160-5 HT50T161 160 N-750)0'3.8 7.0 te /402 16.95. 1} 1980800: HISOVS01 SOQUN3300 np 2.80" BS p00 14 18.95 
50500 See HTS0T501. anne 500n N44 700mste2) 6.0 lmmnT.S au seen 16,95. 580400-7 HT50V401 400 N-3300 3.0 5.4 iain 18.95 
581000-5P  HTS0V102MA 1000 X” 16 38 56 42.95 | DCOG401MB  580400-7 400 N3300 30 54 77 18.95 
HVCO, BLUE COLOR 
TS50-401-20-5752 6804007 400 N5600 27 49 70 18.95 
HT50 Series capacitors are also available as “pull-outs” (used). MADE IN GERMANY, BLUE COLOR 
Please ask for availability and pricing. } 580500-7 HT50V501 500 N-4700 3.2 6.0 te 18.95 
581000-7 HH58V102 {OOO MSV ead, LO a 18. Noe 18.95 


HT-57/HH57/857 Series 15 KVDC Rating 


1.187” Diameter x 1.89” Long * 10-32 Thread 


-15-1 

Order Factory Current/Amps Net Order Factory Current/Amps Net 
Number  ——ss“éPart# = pF CTC 370M A MHz 10MHz 30MHz  —_—_sEEach | Numbers Part# = —spF__'TC_~—1MHz 10MHz 30MHz_ —_—_ Each 
570012-15 HT57Y120 12  NPO .66 10.4 IES, $39.95 | 570100-15 HT57Y101. 100 N-750 3.8 411.1 uleere 39.95 
570025-15 HT57Y250 25 NPO AL S16 he oe IIS) 12.5 37.95 570100-15P HT57Y101MA 100 N-750 3.8 NEG aR his 29.95 
570033-15 HT57Y330 Some NPO alystey Ela 7/ Asif 37.95 570200-15 HT57Y201 200 N-750 541 sas 15.0 39.95 
570040-15P HT57Y400 40 NPO SHO). ©. GIP) 12.8 22.50 570500-15 HT57Y501 500 N4700 2.6 5.8 6.9 39.95 
570050-15 HT57Y500 50  NPO eyo = Nees 13.0 37.95 571000-15 HT57Y102 1000 X5T Peat 3.8 Beli 47.95 
570050-15P HT57Y500 50 NPO 33S yee 2.5 13.0 22.50 SPHT-60 (13KV) 60 NPO 5 12 15 23.95 
510100-15-1 2DHT51Y101KAA 100 N-750 38 ALAleA 13.7 34.95 P=Clean Pullout 


Ceramic Disk Capacitors 


Description Dia. Small Price Large Price | Description Dia. Small Price Large Price 
Parts eee wate 2 UR) Vite St mm Pack Qty. Sm.Pack _ Pack Qty. Lg.Pack | Part# = UF V_======mm___ PackQty. Sm.Pack Pack Qty. Lg. Pack 
NPO-~( )* - - - 5 $2.00 25 $8.00 C104-500** al! 500 9 5 4.00 25 18.75 
C102-25 004 25 4.3 10 2.00 25 4.00 C172-3.5KV .017 3.5kv 25 1 1.95 5 8.75 
C102-100 .001 100 5 10 1.80 25 4.00 C202-100 .002 100 5 10 M50 25 3.00 
C102-125vac 001 125vac 16 5 2.25 20 8.00 C332-25 .003 25 4 10 1.80 25 4.00 
C102-500 .001 500 8 10 1.50 25 3.00 C332-500 .0033 500 8 10 1.50 25 3.00 
C102-1KV .001 Akv 8 10 2.00 25 4.50 C392-3KV .0039 3kv 24 2 2.70 10 10.00 
C102-1KV-CL .001 Akv 17 10 2.00 25 4.50 C472-25 .0047 25 4 10 1.50 25 3.00 
C102-3KV 004 3kv . 8 5 2.50 25 10.00 C472-500 .0047 500 14 5 2.00 20 7.00 
C103-1KV-CL 01 dkv 18 5 3.00 25 10.40 C472-1KV 0047 = 1kv 10 5 2.00 20 6.60 
C103-3KV 01 3kv 24.5 al 1.85 5 8.20 C472-3KV 0047 =3kv 14 3 2.70 10 7.50 
C103-100 04 100 8 10 1.50 50 6.00 C473-50 047 50 12 10 1.50 50 6.00 
C103-500 01 500 12 5 2.40 20 8.20 C502-3KV .005 3kv 20 3 2.70 10 7.40 
C103-1KV 01 Akv 14 5 3.30 20 11.60 C503-100 05 100 15 iS) 1.75 20 6.00 
C103-1.4KV O41 1.4kv 25 1 1.85 5 8.20 C682-500 .0068 500 22 3 3.60 10 10.00 
C103-2KV 01 2kv 20 2 2.40 10 10.00 C682-1.4KV .0068 1.4kv 22 oat 1.85 5 8.20 
C104-25 al 25 7 5 2.00 25 9.00 
C104-50 sik 50 7 5 2.00 25 9.00 ( ) = Capacitance, PF 
C104-100 me 100 7 5 2.00 25 9.00 *Limited values available **Monolythic CL=Cut Leads 
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Minimum order: $25 — 
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Variable Capacitors Mica Capacitors for : Broaticast ‘Applications 


Air Dielectric Cornell-Dubilier 
ag 


: 3 - : These capacitors are available 
Variable Piston Capacitors . Ba from our inventory. Contact us 


with your requirements. ; 


‘Ss Case Style Voltage Range Capacitance 

st Fen (qo 271 Rectangular: 250-3000. 47-100,000 
272 Rectangular = 250-5000 47-250,000 

ata rigs re foie Fig 2 273 Rectangular 400-8000 200pF-1uF 


Q@ Cap. 
Pat# Type Fig = 100MHz _——Range = EXD ~__s=*P rice. 
5200 5200PC 4 5,000 0.8-10.0 pF 510 x .285 $ Call 
5201 5201PC 2 5,000 0.8-10.0 pF 510 x .285 Call 
5401 5401PC 2 3,000 1.0-14.0 pF 510 x .285 Call Case Siule Voltage Rance eahachanee 
5501 5501PC 2 1,500 1.0-23.0 pF .740 x .285 Call 291 Cylindrical ~ 4000-6000 47-100,000 
5601 5601PC 4 800 1.0-30.0 pF 920 x .285 Call 292 Cylindrical 1500-10,000 47-100,000 
5202 5202PC 3 5,000 0.8-10.0 pF 500 x .285 9.45 293 Cylindrical 2000-20,000 47-100,000 
5402 5402PC 3-3 3,000 1.0-14.0 pF 500 x .285 Call 294 Cylindrical 3000-30,000 100-100,000 
5500 5500PC 4 1,500 0.8-40.0 pF 510 x .285 12.90 
5700 5700PC 4 10,000 0.6-6.0 pF 480 x .225 $ Call 
5701 5701PC 9 40,000 0.6-6.0 pF ‘ABO x .225 Call For more specifications, you may view the Data Sheets at: 
Sarr anne : Ay ee ee facts 1a at www.cornell-dubilier.com/mica/framemica.htm 
5802 5802PC 3 40,000 0.35-3.5 pF 480 x .155 Call 


3 


Nai 


Transmitting Mica Capacitors 


AN 


\ 


RM19 RM15 


PHOTOS 
ARE 
TRUE 
SIZE 


Wisc eee: e See Note: We expect some capacitor prices to change during 2008, due to increased manufacturing costs. C A P A C IT 0 hi S 


3 
Dipped Silver Mica Caps ; 
CD15 ° DM10 © DM15 » CM05 | CD19 = DM19 © DM20 © CM06 5 
(Approx. Size Shown) Minimum 4 pes/part number (Approx. Size Shown) 5 
—p 1/4" | ee — Ba, 
—p-'\ 3/8” \ «x A 
Price Each Price Each & 
OurPart# Tol. PEs! wpe pt Meee 10-24 25-99 100 | OurPart# === Tol, = pF CWC 802A 2599 100: 
DM15-1 5% ft 500 $ 55 $ .45 $ .40 $ .30 DM19-10-500WV 5% 10 500 $1.90 $1.80 $1.65 $1.60 fs 
DM15-2 5% 2 500 BOS A5 AO 30 DM19-50 if 50 500 is 3 4 : 
DM15-3 5% 3 500 155 A5 40 30 DM19-56 . 56 500 1.80 1.70 a5 5 1.50 
DM15-4 5% 4 500 5 45 40 30 DM19-62-1KV 4 62 500 4 X r 
DM15-5 5% 5 500 155) A5 40 30 DM19-65 | 1% 65 500 2.35 22>) - - 
DM15-7 5% U 500 55 5 40 30 DM19-75 5% 75 1000 1.80 1.70 1°55 1.50 
DM15-10 5% 10 500 Oo) 45 A0 30 DM19-100-1KV 1.90 1.80 1.65 1.60 
DM15-15 5% 15 500 155 A5 A0 30 DM19-180 4 180 500 95 15 Fats 50 
DM15-20 5% 20 500 =D 45 40 30 DM19-185 . 185 500 i: s 2 
DM15-22 5% 22 500 ‘55 45 40 30 DM19-220 10% 220 500 1.25 1.05 95 .80 
DM15-24 5% 24 500 Do) A5 40 30 DM19-240 4 240 500 95 the) .60 50 
DM15-27 5% 27 500 Aas A5 40 30 DM19-270 i 270 500 95 as .60 50 
DM15-30 5% 30 500 B55 45 40 30 DM19-300 4 300 100 a a 4 z 
DM15-32 5% 32 500 5 A5 A0 30 DM19-330 M 330 500 : 4 4 y 
DM15-33 5% SB} 500 555) A5 40 30 DM19-360-1KV se 360 1000 1.80 1.70 - - 
DM15-39 5% 39 500 dstey A5 40 30 DM19-370 i! 370 100 10 65 45)5) 40 
DM15-43 5% 43 500 £55 A5 40 30 DM19-390-1KV y 390 1000 1.50 1.20 1.00 90 
DM15-47-CL 5% 47 500 4515) 45 40 30 DM19-430 a 430 500 Call 
DM15-49-CL 5% 49 500 ‘5D A5 40 30 DM19-470 z 470 500 1.00 Ts .60 55 
DM15-50 5% 50 500 gs A5 A0 30 DM19-560-CL 10% 560 500 1.80 - - - 
DM15-51 5% Layil 500 ate) 45 40 30 DM19-560 5% 560 500 1.00 ah) .60 255 
DM15-56 5% 56 500 55 45 40 30 DM19-620 ‘i 620 500 4 m i : 
DM15-62 5% 62 500 55 45 40 30 } DM19-665 : 665 500 ‘J f y y 
DM15-68 5% 68 500 55 A5 40 30 DM19-680F-CL 4 680 1000 2.15 1.90 a255 1.40 
DM15-75 5% 68 500 45h) A5 A0 30 DM19-680 r 680 500 1215 .90 15 65 
DM15-78-CL 1% 78 500 Aa5) A5 40 30 DM19-750 4 750 500 4 s a 
DM15-82 5% 82 500 255 45 40 30 DM19-760 d 760 500. - ‘ ‘ , 
DM15-91 5% 91 500 0 A5 40 30 DM19-770-2 2% 770 500 — : z H 
DM15-100 5% 100 500 .65 50 A5 aS) DM19-787-1 1% 787 500 5 z = 
DM15-110 5% 110 500 .65 50 A5 oi DM19-820 5% 820 500 a E z 
DM15-120 5% 120 500 .65 50 A5 oi DM19-865 1% 865 500 4 ‘ : i 
DM15-130 1% 130 500 .65 50 A5 eyf DM19-910 5% 910 500 s m 4 : 
DM15-144-CL %%% 144 300 65 50 A5 37 DM19-1000-F 10% 1000 1000 3.50 3315) 2.95 2.75 
DM15-150 5% 150 500 .65 50 45 37 DM19-1000 2 1000 500 1.80 1355) 1.25 1.20 
DM10-160 5% 160 500 cD) 65 155 A5 DM19-1090-CL 2% 1090 500 s 4 2 4 
DM15-180 5% 180 500 abe .65 55 A5 DM19-1100 5% 1100 500 J : g ; 
DM10-200 5% 200 500 HAS .65 +55 A5 DM19-1200 * 1200 500 r. ‘ id , 
DM15-220 5% 220 500 ahs .65 155 A5 DM19-1300 % 1300 100 z 
DM15-240 5% 240 500 ahs) 65 D5 A5 DM19-1350 1% 1350 500 2.90 - - - 
DM15-270 5% 270 500 95 80 .65 se¥/ DM19-1800 : 1800 500 1.50 1.30 1.05 95 
DM15-300 5% 300 500 95 .80 .65 Jey DM19-2000 5% 2000 500 1.90 1.60 1.40 1.15 
DM15-330 5% 330 500 1.10 .95 8) 60 | DM19-2200 p 2200 500 Call / 
DM15-360 5% 360 300 1.10 95 15 .60 DM19-2400 a 2400 500 1.90 1.80 1.40 SHS 
DM15-390 5% 390 500 1.20 1.00 85 65 DM19-2700 1% 2700 500 2.25 1.70 1.50 1.20 
DM15-400-1 1% 400 500 1.40 1.20 95 80 DM19-3000 5% 3000 500 zi "i q f 
DM15-420-3 3% 420 500 1.40 1.20 95 80 DM19-3300 1% 3300 500 2.60 2.25 1.70 1.40 
DM15-430 5% 430 500 1.40 1.20 95 80 DM19-3900 5% 3900 500 2.95 2.50 2.10 1.70 
DM15-470 5% 470 500 1.40 1.20 95 80 DM19-4000 1% 4000 500 6.70 - - - 
DM15-500-CL 5% 500 500 1.80 1.60 1.35 seis} DM19-4300 5% 4300 500 2.95 2.50 2.10 1.70 
DM15-510 5% 510 500 1.80 1.60 ihe) 1.15 DM19-4700 : 4700 500 4.10 335 2.75 2.40 
DM15-560 5% 560 300 1.80 1.60 aWetes alealls) DM19-4700-CL 3% 4700 100 2.40 1.85 1.50 35 
DM15-620 5% 620 300 1.60 1.40 1.10 90 DM19-5000 5% 5000 500 5.40 4.65 3.50 2.90 
DM15-680 5% 680 300 2.00 1.60 A S}S) 1.00 DM19-6000 1% 6000 300 6.70 Call 
~ _DM15-681 1% 681 300 2.00 1.60 1.35 1.00 DM19-6200 5% 6200 500 7.70 6.30 5.30 4.30 
DM15-750 5% 750 300 2.00 1.60 1.35 1.00 DM19-6800 ; 6800 500 8.20 6.70 - - 
DM15-820 5% 820 300 2.10 2.00 1.75 1.30 DM20-900-1KV 2% 900 1000 7.50 6.80 - - 
DM15-910 5% 910 500 2.10 2.00 g275 1.30 DM20-1300 10% 1300 500 4.70 4.00 3.00 _ 2.50 
DM15-1000 5% 1000 500 2.20 1.95 E75 1.55 DM20-1500 , 1500 500 Z 4 J " 
DM15-1100 5% 1100 100 2.30 2515 1.85 1.30 DM20-2200 5% 2200 500 6.20 5.60 5.20 4.90 
: DM20-6000 1% 6000 500 10.50 - - - 
CL = Cut Leads 1/2” length DM30-10000 5% 10000 500 _ 10.50 9.30 - - 
DM30-20000 4 20000 500 12.50 10.85 9.35 - 


Please check our online Catalog for up-to-date parts listing: WWW. rfparts.com 
Minimum orde: $2 ; JAN’ z ICING . 37 
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Metal Cased Mica Caps 


Manufactured by UNELCO, SEMCO, CDE, etc. 


S costs. 


Price Each 
Case Style Values Stocked (pF) 1-9 10-24 | 25-99 |100-299 
$1.50 | $1.35 |° $125 $1.25 
J101-(pF) 
Case A 
Flat Mount 
No Solder Tabs on Case 
MCM01-009ED Type 510 1.90 
be 00 Ee BOs | ccaae 
780 a i 3.85 2.80 
1100 1200 1240 3.60 
1500 1525 6.25 4.00 
ls ZL 62 82 150 : 1225 
J101-(pF) B 18 43 68 100 175 
Case B 22 47 75 110 200 
25 Si 80 125 220 
Horizontal Mount 240 360 510 1.90 
w/ thru-hole Solder Tabs 
MCMO01-009ED Type Note: Case Solder Tabs may be trimmed from “B” Style to make “A” Style part. 
19.5 33 1.80 170 ZO 
J101-(pF) C 32 34 
Case C 
Vertical Mount 
MCM02-001 Type 
2.20 215 1.90 
J101-(pF) D 
Case D 
Flat Mount feedthru, no solder tabs. 
MCM01-003 Type 
130 180 1.50 1 eis) 1.25 1.25 
J101-(pF) F 110 140 220 
Case F 123 160 
1.25 
Vertical Mount 
w/ thru-hole Mounting. 
MCM01-100 Type 
1.00 
J602-(pF) 
MINO2-002CC Type 
1.60 
ie ee - 2.80 


www.rfparts.com 


ae 3.10 


J602 Dimensions | Specifications _J101 Voltage Rating J602 vouaas Rating 

Temp Coef: 5-500PF 500VDC 5-150PF 250VDC =: 

Tolerance: 501-1000PF 250VDC 151-300PF 100VDC 
1001-1500PF 100VDC Soe 


The Order Number for metal cased mica caps is the style (J101 or J602), followed by pF value and case style. 
Exception: Flat mount case without tabs has no case style letter following pF value. 


J101 Dimensions 
+200PPM/°C 
+5% 


ect some capacitor prices to change during 2008, due to increased manufacturing costs. C A P A C IT 0 A S 


Price and availability subject t 


3 
& 
For the most current pricing, please call or visit our website. 
joe 
TYPE 40 LARGE TYPE 30 LARGE TYPE 30M 5 
175VDC/350VDC TEST 250VDC/500VDC TEST E 500VDC/1000V TEST oO 
3/8” x 17/32” 2 
P/N ss Min/Max «4.91024 25-99 3 P/N ay Min/Max 4-9 10-24 | P/N Min/Max 1-56-41. ig 
400 4-7 $2.00 $1.80 $1.40 302 15-130 use 302M 302M 15-120 $5.90 $5.60 [i 
402-PC 4-20 2.00 180 41.40 303 65-340 $5.20 $4.70 303M 65-320 6.10 5.80 
403 8-45 2.250 9,007 +21:55 304 115-550 use GME50401 | 304M 100-500 4.70 6.05 
404-PC 12-65 250 2.25 41.75 305 190-760 5.45 4.90 GME50401 100-500 5.70 5.40 
18-12-PC igh ee 195 1.60 306 275-970 5.75 5.20 | 305M 180-690 6.25 5.95 
aay ss ease a oe at 307 350-1180 6.00 5.40 | GME50501 180690 6.25 5.95 
pes ate Bian 10 WHEL 70 309 550-1600 use 310M | GME50701 340-1070 745 7.10 
310 650-1890 use 310M | 308M 425-1260 7.80 7.40 
314 780-2110 8.00 7.20 309M 525-1415 8.05 7.65 
314 1300-1890 9.25 835 310M 615-1600 840 8,00 
345 1400-3055 9.95 8.95 311M 730-1785 885 840 
312M 800-1970 use 313M 
; 313M 1000-2155 9.55 9.10 
TYPE 42 314M 1100-2340 10.20 9.70 
eer 315M 1200-2525 11.00 10.45 
P/N ss Min/Max = 1-9 10-24 25-99 
420 $1.80 $1.55 $1.40 
424 2-25 MBO bor, 140 
128-048 2-30 428%160 145 1.30 
422 7-40 1.80. 91.55 4,40 
751317-5 5-80 @40%1.75 150 135 
423 16-100 225° 190 1.55 
424 25-150 Si ASeay 210) 26 1.85 
A4204/0B 25-1508 225 190 1.65 
425 40-200 DBs 226.20 62.00 : 
A427 75-300 295 2.50 2.20 Types 30, 30L, 30M, 30HV (approximate size shown 7/8” x 15/16”) 
428 95-350 3.05 260 2.30 
429 145-400 3.35 » 2185 2.65 
42141 150-500 3.85 3.30 3.00 
4213 200-600 2263.60 S20: ene” ee 577 
4215 240-700 460 390 355 LARGE TYPE L30_ 
P/N, ae ge Min/Max 1-5 6-up 
L305 190-760 7.50 
L314 1300-1890 10.35 
- pt eid RE: |: L315M 1200-2525 11.50 
TYPE 46 & 46X 
5/8” x 3/4” 
P/N Min/Max_—«2.9 10.24 25-99 LARGE TYPE L30-HV 
460 1.5-15 $1.75 $1.65 $1.30 2500VDC/2700VDC TEST 
461 2.7-40 175° * 1.65 © "4.30 
461 PC 2.7-40 175 165 1.30 
462 5-50 ily) | diye | ales PANS ee Min/Max 15 G-up 
463 20-180 190 1480 155 L302HV 10-48 $1295 $11.95 
AGA 45-280 505 195 1.70 L303HV 45-105 13.55 12.55 
L307HV 170-350 16.40 15.40 
465 75-380 740mee? 30. 1.96 
GMA80400_ 75-380 240 230 1.90 All L Series trimmers are supplied with ¥” screw shaft. 
466 105-480 250 * 2:40 - 2.10 
A66X 105-480 265 250 2.10 
467 140-580 2.65 250 2.25 
468 175680 265 250 225 Pet yf ™ | —————— - —__—— . ——— 
469 215-790 270 255 2.30 MINIATURE CERAMIC elkes 
4611 300-1000 3.60 340 3.00 : 225WVDC/7mm Pea 1.0 x 
4613 340-1200 3.95 375 3.30 Piece “tp re 
4614 380-1300 410 390 3.40 ie ies 
4615 420-1400 435 410 3.65 66 +I 
*S464 is the same as 464, but with a bracket. Range Q@ Rotor 
P/N _————s~Pf_~——sAOMHz ColorCode 14 59 10-99 
Note: Part Numbers shown are generic. 3810-10 1.0-10 >300 red $.98 $.88 $.78 
Some variation may exist in part numbers 3810-12 2.0-12 >300 none 98 88 78 
between various manufacturers. 3810-23 2823  >300 blue OS Eos eeTS 


3810-34 4.0-34 >200 yellow ple toy 9 SLaley  ahao) 

3810-45 5.0-45 >200 brown 125) eS eee 

3810-55 5.0-55 >200 green 2010 95 

3810-70 6.0-70 >200 gray 1.30 £20 115 

3810-100 12-100 200 black 1:35" 257) 1220 
; @100MHz 


Minimum order: $25 


Price and availability subject 


‘Variable Tuning & Load Capacitors 


The M-73 is a high-voltage, high-wattage, continuous duty 
capacitor. Insulation between rotor and stator is achieved through 
%” thick, high quality, military spec ceramics riveted to the plated 
steel end plates. These end plates are tied together by solid 
aluminum and brass bars, forming a rigid structure. The rotor rides 
on ball bearings housed between the front end plate and the 
stainless steel shaft. Blades are heavy .030” thick aluminum. Length 
dimension is measured from ends of mounting feet. 


Min/Max Total Plate Peak Overall Net 
OurPart# Fig. Sec’s _CappF. Plates Spacing Volts WxHxLl ___ Each 
73-1-75-23 A 4h 14-155 23 075  3400V $59.95 
TS112-15S* AeA 1 14-70 15 118 4500v  2.6’x2.6"x3.3" 49.95 
(S-175-47 A 1 10-110 17 060 2800V 2.6"x2.6"x4” = 49.95 
13-15-23 A 1 14-155 21 075 = =3200V 2.6"x2.6"x4.8” 54.95 
73-180-35/26-131 al 20-225 35 080 3600V 2.6"x2.6"x6.2” 59.95 


HEATHKIT REPLACEMENT 

$B220 / SB221 Plate Tuning Capacitor 
Improved version of Heath 26-131 to reduce 
tendency of arc-over. Direct replacement, no 
changes necessary. 


Part #: 73-180-35 / 26-131A $59.95 ea. 
73-145-25 A 1 20-240 27 045 2000V 2.6"x2.6"x3.6" 49.95 
73-1100-49 A 4 20-240 49 090 4000V 2.6"x2.6"x8.5” 59.95 
73-1100-54 A al 35-280 54 100 4400V 2.6"x2.6"x9.3" 54.95 
73-132-53 A al 25-840 53 10307 1200V W2.67xX2:6"x527 = 59195 
20-160 H 2  10-70/10-90 34 065 2500V 3”x2.2"x4.6” 29.95 
47-887 H 2 22-430,25-457 40 OSO L200VIN 4. 15x3.52x3:6" 32.95 
*Has tapped holes in front endplate for mounting. 
Min/Max Total Plate Peak Overall Net 
OurPart# Fig. Sec’s _CappF. _— Plates Spacing Volts WxHxL  __ Each 
48APL41S | al 4-41 15 048 2000V 1.5"x1.4"x1.5" $15.85 
074-047* L Gi 5-100 26 032 1200V 1.5"x1.4"x2" 19.90 
MCA140S C 1 10-140 - (OEP. LOO VEL ALONG TAN Alco le: 
149-1 C ab 5-20 3 LOS ime OOV Meme Gexcerex2:, 19°95 
19100 C Al 7-100 13 1032, 641.200V 34/5"xd.717x2” 19.95 
189-569 Cc a 2-34 20 250VDC 3:95 
2O0APL300DE**APL 14 12-300 49 O20P FE 1200V eda x2 B2xdkS 6 423195 
HF15 L i. 3-15 5 WED“ TASONE BSS! ETSI) 
(Note: *074-047 has 5 3/4" shaft. 
**QAPL300S is the same capacitor as “DE” version, but with ceramic end plate for 
added strength.) 

Shaft Min/Max Total Plate Peak Overall Net 
Our Part# Fig. DxLin _Sec’s CappF. Plates Spacing Volts WxHxL _— Each’ 
CT10042G B2 % 1 5-45 12 016 250V 0.9’x1.2’x1.2” $12.95 
7254174 ~B 1/4X7/8,. 1 4-50 17 0.16 250 0.8X1.2X1.3 14.95 
48B084E B %4x% A 7-140 39 OHI) SON) anwar 14.95 
29516 B  3/16x7/16 1 2-12 5 025  500V 0.6"x0.8"x0.6" 14.95 
074-054 B  %%x3/8 al 3-25 18 045 1500V 1’x1.2’x1.8” 13.95 
148-206 | butterfly 2 5-80 - O15S S250 SOS XE Ux 7 = 548570 
148-306 | differential 2 5-110 - OLS OV OS XI ex ee S570 
5M11 J 3 /T6KdyAL A. 0.5-5 5 016 =250V_ 0.5"x0.7"x0.8" 10.95 
15M11 J  3/16x1/4 1 1-15 15 016 250V 10.95 
CT10042G J % 1 5-45 12 O16 ee 25OV O:97x1.27 x42" 42.95 
T9-5 (187-109.5) slot/pcb al 5-11 19 010 250V 0.28" dia.x0.6” 1.50 
APC140 We 1 10-140 37 O15aZ50V eK xo 14.00 
MAPC35 | ah 3-35 14 FOL Smee? DOVELONS X09 xd: See. 
vC55-250 J 3/16 il 1-15 1A 016) 250 08 xtixd” 8.95 
7254174 B 1/4x3/4 1 3-60 17 020 350V 0.8"x1.2"x4.3” 14.95 
158-4 B1 slot 1 3-70 20 10155) 250V5 0.9"1 20 xd Se" 1495 


®A Plastic tube 3/8x9/16 is placed on end of shaft. Removable. 


Minimum order: $25 


: We expect some capacitor prices to change during 2008, due to increased manufacturing costs. C A P A C IT 0 R S 


Variable Tuning Capacitors 
Heavy Duty Variables 
for Amplifiers and Antenna Tuners 


V4/| PALSTAR 


Min/Max Total Plate Peak Overall Net 
OurPart# Fig. Sec’s _ CappF. Plates Spacing Volts WxHxL —__— Each” 
C350-6kV 6) ty 25-350 45 0.125 6KV — 3.8"x3.8"x9.3” $89.95 
C320 N 1 21-315 45 4.5KV  6"x3"x3” 89.95 
C600 Q 1 23-550 47 5.5KV 9.125"x5"x5.125” 109.95 
C440D* 2 2 24-440 3KV —6"x3”x3.5” 109.95 
C1350 R 29-1400 4AKV. 5.5" x4” x4” 109.95 
* The C440D is a differential capacitor with two stators and one rotor. 

NOTE: Dimensions shown DO NOT include tuning shaft. 

Antenna Load Capacitors 

Broadcast Variable Style 

Our Min/Max Plates/ Plate Peak Overall Net 
Part# ‘Fig. Sec's _CappF. _— Section Spacing Volts WxHxLl Each 
56-36 D ah 15-410 35 015 250V 1.4x1.6x1.2 9,95 
X480-1 D 1 14-360 29 .010 250V— WAXd6xL2) | 10:95 
074-062 E 2 10-365,10-365 44 .015 2OOVER A Sx21x2 25 16!95 
X764 F 3 3x 10-365 87 .015 250V 26.00 


2 and 3 section capacitors: connect sections in parallel for maximum capacitance. 
Shield between sections not available in X764 & CN156. 


Air Variable Capacitor - Type U 
JOHNSON VERTICAL PC MOUNT 


Total pF Length Net 
Part# __—~Plates_Min-Max (inches) WVDC 1-9  10-up 
189-501-5 4 1.2-4,2 0.42 325 $2.25 $2.00 
189:502:2 22. 09S PAP eer Cire PE Nat) eee ee 
189-502-223 6 1.3-6.7 0.47 325 2.25 2.00 
(UC OP AS) Ne A EY ae ee, Se — 
189-503-004 8 1492 052 325 395 3,75 oe. 
189-503-45 8 1.4-9.2 0.52 325 2.25 2.00 bal D6 
189-503-25 Sameas above... 2.25 2.00 : 
(489-503-5) Sameasabove... Nacht: 
189-504-5 10 eto 1Omm0/ 1 225. 2.258- 42,00 cise Shown 
189-504-222 10 125-1156 9 O57 325 
18900920 Nt Bn a pW __ 2.95. 2.65 
1108-25013* 13 2-14 0.57 325 - 3,45 S05 


OEM Quantities Available. *Mfgr: Trim-Tronics 


RE Parts Company: «2008 


C A P A C IT 0 R S Note: We expect some capacitor prices to change during 2008, due to increased manufacturing ee 


Surface Mount (SMT) Chip Capacitors 


Low loss NPO type. Ideal for VHF/UHF RF Circuits. 


a 17 


wok 
Sy ry 
ne 


Chip Style 


SMD0805 


SMD1206 


HR232 


Value/pF 
1-470 

560 & 680 
1-470 
560-1000 
O1uf & .047 
uf 


.68uf 


SMD 0805 — 


NPO Material 5% Tolerance 


pF VDC 
1.0 100 
33 50 
3.9 50 
6.8 100 
10 100 
15 100 
2h 100 
33 50 
39 100 
47 50 
56 50 


680 


Part #: SMD0805{ ) 


( )=Capacitance 
18412HA1O1KATMA 100pF 3KV NPO 
$1.20 each 


02 


an 


3.05 


Part #: SMD1206-+ 


X7R 


1 


~ 


Part #: HR232-0.68uf 


Minimum order: 5 pieces per value. Price is per value, no mixing. 


Call us for Fast Delivery 


Orders placed by 3:00 p.m. Pacific Time 
will normally be shipped the same day. 


Ri is 
Dimensions in mm. A & 
Price Each 
Dielectric 5-49 50-499 
NPO 35 ARE 
NPO 45 25 
NPO oo Af 
NPO A5 25 
X7R 35 dT 
X7R 555 30 
.90 5D 
SMD 1206 
NPO Material 5% Tolerance 
VDC pF VDC pF VDC 
50 6.8 100 68 50 
100 10 100 82 100 
50 alts) 100 100 100 
50 18 50 180 100 
100 22 100 220 50 
50 27 100 270 50 
50 SS 100 470 50 
100 39 100 680 100 
100 47 100 750 100 
50 56 50 1000 100 
100 .OtLuf 50 X7R 10% 
50 Auf 50 X7R 10% 


5% 


Technicians Surface Mount “SMT” Parts Kits 


Components packaged 
in 30 compartment 
box for easy storage. 


SMT Capacitor Kit 7 


270 ceramic chip capacitors, 


plus 10 diodes and 10 transistors. 


Contains 10 each of pF values: 100, 120, 150, 180, 220, 270, 330, 
390, 470, 560, 680. Also 10 each of uF values: .001, .0012, .0015, 
.0018, .0022, .0027, .0033, .0039, .0047, .0068, .01, .012, .018, 
022, .027, .033. Plus 10 pieces 1N914 & 10 pieces 2N2222. Mfg: 
Vector Electronic Co. 


Part #: SMT1206CDT 
Reg. Price $89.95 Net $39.95 


SMT Resistor Kit 


300 chip resistors 


Contains 10 each of Ohmic values: 22, 33, 47, 56, 100, 150, 1 80, 
220, 270, 330, 390, 470, 510, 560, 680, 1K, 1.5K, 2.2K, 3.3K, 
4.7K, 5.6K, 6.8K, 10K, 15K, 22K, 33K, 47K, 68K, 100K, 150K. 
Mfg: Vector Electronic Co. 


Part #: SMT1206R 
Reg. Price $24.95 Net $17.95 


Next Day Delivery is available. 


800-737-2787 - 760-744-0700 
fax 760-744-1943 - orders @rfparts.com 


Support 760-744-0500 


- Wirewound Power Resistors 


Price and availability 


Heavy Duty 
¢ Very High Quality 
* Ideal for “Glitch”, Bleeder, and Equalizing Applications. 


¢ Vitreous Enameled 


RESISTORS 


Part# = V/S_G_ Watts Ohms = Manuf. L.xDia. Each  Part# = V/S_G _ Watts Ohms Manuf. ss. xDia. _ Each 
A10B5CA » 10 5 CTG 13/4"x3/8" 1.95 | VP25K100 V 25 100 Clarostat Pho Toy ks}: 4.25 
CTG20782 V G 10 9.1 CTG 13/4"x7/16" 1.95 | FR25-100 S 25 100 Memcor 2" x 5/8" 4.25 
VPR10F15 V G 10 15 Clarostat 13/4"x7/16” 2.30 | RMCO25-45K - 25 45K RMCO 2nXD/S" Call 
IRC1OW11K S - 10 14K IRC 13/4’x7/16"” 2.00 | 0224-50K V - 25 50K Ohmite 2X10 / See call 
245A9115 V - 10 22K CTG 13/4"x7/16" 2.40 | RW35V100 S G 50 10 Dale 4”x3/4” 3.55 | 
VPR10F30K Vice. 10 30K Clarostat 13/4’x7/16" 2.90 | 24CA9115P V G 50 18 CTG 4"x5/8” 5.65 
B12KR5 V - 12 0.5 Ohmite OS /AXH/ACmee 30h | O25 V G 50 25 Mallory 4”x5/8” 5.65 
B12J20K V - 12 20K Ohmite 13/4"x7/16" 2.90 | FST50A400 S - 50 400 HE| 4”"x7/8” 2.95 f 
LRJ27R V - 12 27 Ohmite 2.50 | RW35V511 V - 50 510 Memcor 4”"x3/4” 5.65 | 
HLW12A1Z30K _S - 12 30K Dale 13/4"x7/16" 5.95 | 2012-1500 V - 50 1.5K Ohmite A’x5/8” 6.70 
RW31V100 S - 15 10 Dale eA Dexa Dia 2250 |) 403A321P23) V 50 250 CTS 3 1/2"x3/4" 
RW31V150 V - als 15 Memcor 1 1/2"x 1/2" 2.90 | 403A321P62* V 50 2K CTS 3 1/27x 3/47 10.65 i 
FST20-10 S G 20 10 HEI 2axdyi2s 2.00 | 50F10000 V 50 10K  WardLeonard 41/2"x3/4" 6.65 i | 
HL20-06Z15 S$ G 20 ANG Dale Dex ie 2.00 | HL50-06Z-100K S - 50 100K Dale 4” x 5/8” 4.95 
1805-20 V G 20 20 Ohmite Dex tye 3.50 | 20WL8716 V G 50 20 AB 41/2" x 5/8" 
HLW20A1Z27 = S G 20 27 Dale DESAY OX 2.00 | RW35V270 S G 50 27 Memco 4” x 3/4” 3.95 
2HJ50 V - 20 50 Mallory Daxd)/ 2y 3.00 | RW35V514 - - 50 510 Memco 4"x 3/4" 5:95 
2HJ200 V - 20 200 Mallory 2”x1/2” 3.00 | VP50KALK* V - 50 1K Clarostat 4"x 5/8" 

1805 V G 20 25 Ohmite 2x2 3.50 | L50J10K - 50 10K Ohmite 4" x 5/8" 5.95 
564098 V - 20 60 Sprague Quxdi2e 3.50 | HL50-06Z-50K S$ =o FiO 50K Vishay/Dale AUXO/ Sue Ooo 
B20J100 V - 20 100 Ohmite Dexn/Ze 3.50 | 112923-2 V G 55 15 Ward Leonard AX 3/A’ 565 f 
MEM25-10 V G 25 10 Memcor 2aX0/ 8) 3.40 | 80BR-V-6.8 V G 80 6.8 Ward Leonard 61/2”x3/4" 7.95 | 
A12-WL V G 25 a2 Ward Leonard 2”x5/8” 3.40 | 496A740 V G SORE 20 Oncaea ser aety2ex d's 7.95. 
25/20F15 V G 25 15 - Ward Leonard 2"x5/8” 3.40 | 12W24V50 V G 90 20 Ward Leonard 41/4”x11/4" 6.95 
VP25K15 V G 25 15 Clarostat 2”x5/8” 3.40 | D2OWL8241 V Gi 100 20 Ward Leonard 41/4”x11/8” 8.65 
270-25K-538 =V G 25 15 Ohmite 2”x5/8” 4.50 |} 0601-100 V G 100 25 Ohmite 6 1/2"x3/4" 9:60 
210-25K-40 V G 25 AS Ohmite 2”x5/8” 4.50 | MIL100J25 V Gr 100 26 Milwaukee 61/2”x3/4" 8.65 
KS8512 V G 25 19.6 Memcor 2”x5/8” 3.40 | D2OWL8241 V G 100 20 Ward Leonard 41/4"x 14/8" 7.95 § 
25HJ20 V G 25 20 Mallory 2”x3/4" 3.40 | D100K25R*  V G00 25 Ohmite 6 41/2"x7/8" 9.30% 
HL25-06Z-25 S$ G 25 25 Dale 2”x5/8” 2.95 } HL100-06Z-50K S 100 50K Vishay/Dale 61/2"x7/8" 8.45 
HLW12A1Z2S_ SS G 25 25 Dale 1.3/4"x7/16" 2.25 | HL100-06Z-100K S 100 100K Vishay/Dale 6 1/2" x 7/8" 

FST25-36 V G 25 36 HEI 2”x5/8” 3.40 | L100J100K . V - 100 100K Ohmite 6 1/2"x 3/4" 15.95 
VP25K10 V G 25 10 Clarostat 2”x5/8" 3.40 239W2979 V Gi 30 Ward Leonard 61/2"x1" 8.85 
R2S-100K V Gia 25 50K Ohmite 2”x5/8” 6.95 | KS8512 V Ga 25m OG.o Memcor 6aX 101/87 S'85 
FST25-10 V G 25 10 HEl 2”x5/8” 3.00 | 403A321P7 OV ilPAs) 4K CTG Cn /2aX teen LOLO5 
RES25-3.7 V - 25 3, RES Inc. Dixe5 5! 4.25 | VK200W-8 - - 200 8 Clarostat 101/2”x11/4" 14.75 
HL25-06Z-10 V G 25 10 Dale 21%0/6u 4.25 | HL225-07Z-100K - 225 100K Vishay/Dale 10 1/2”x 11/4" 18.95 
HL25-06Z-10K 25 10K Dale 3.95 | L225J10K - ee 22 ee LOK Ohmite 14.95 
HL25-06z-100K 95 100K Dale 6.95 * tapped resistor with slider, V=Vitreous, S=Silicon Coating, G=Suitable for Glitch appl. 


Minimum order: $25 : 


RF-Parts Company « 2008 


5.95 q 


5.65 fae 


5.95 (eae 


9.45 | 


RESISTORS 


Metal Oxide Resistors 


Flame Proof « Non-Inductive 


Carbon Film Resistors 


} 

Power Price per Pack 

Rating Pack/10 Pack/100 Pack/200 Pack/500 

R.25-(value) 41/4W $1.10 - $12.00 
i 

} 


R.5-{value) 1/2 W 4.10 $6.00 


: Price Each 
Part # Rating 20 i 


R1-(value) 1W - $418 $ 45 $14 | 


R2-(value) 2W : 25 24 12 
R5-(value) 5W $65 55 50 AO | 


1 Watt 5% values available: 
0.27 Te 6.8 24 IS 330 1.8K 10K 


0.39 3.07 Se ale 182") eeOn EE OOK tetok 
05. § 63,55 82-130. pO mnt Omn oO. 7K meee 
0.68) 3.9. a 10 pre33> 420 gisG0 2) 3.9K 4 ncek 
0.82 4:34) 123d” 450 gece0. we SOK aeripok 
Os 48.4! 46 onedZ> PRO geez zie 
20 - Siket! 1hewmSie 1200 oikok Sor 
P45" | 56h 20iiGON- £220 sR oan eek 
D2 APBD 'S\YSDOmencelGSM. F270 — UST SKMP eek 


2 Watt 5% values available: 
0.22 3.6 47 180 1.8K TAB 39K 200K 


0.51 68 51 200 22K 82K 43K 470K | 
0.62 .10 56 300°" Si9K ER OKe "47K 
1.0 15 68 330) "AcTK® DOASKe? 5K 


“Cement” Style 
Wirewound Resistors 


| 5 Watt 
| Size: 3/8" x 3/8" x 7/8” 


: . www.rfparts.com 


| Values:.0.1,-0.3370.51, 0.2.1, 2,5: 45.20.25. 30, 40, 50, 100. 


Part #: RSQ5-( )_ 
Pack of 5 pieces (one value) $2.50 


10 Watt 


Size: 3/8" x 3/8" x 1 7/8" 


Values: .036, 1, 2, 10, 15, 20, 25, 30, 75, 10K-CL, 
12K-CL, 20K-CL. 


Part #: RSQ10-( ) 
Pack of 5 pieces (one value) $3.50 


20 Watt 


Size: 1/2" x 1/2 x 2 3/8" 


Part #: RSQ20-30 $ .90 ea. 


-CL = Cut Leads for board insertion. 


Carbon Composition 
Old style non-inductive resistor often used to make 
parasitic resistors. 


1 Watt 
10 22 
12 ah 


47 56 120 180 47K 
a 100 150 820 


1 watt Part #: CR1-( ) $1.00 each 


2 Watt 

6.8 16 

10 22 
12 27 


1.6 18 {> 390 SHK Se22Kk 56K 

aay 27 100 560 5.6K 24K 100K 
3.0 33 120 1K 6.2K 30K 120K | 
3.3 36 150 15K =e SKS eK 150K | 


H 
{ 


5 Watt 5% values available: 
3 27 51 100 200 470 47K 


10 33 56 ALS 220 5.6K 100K 
22 47 68 150 390 33K 


* Carbon Film 


ah 


15 30 


33 56 82 200 4.7K 1M 
36 62 120 220 100K 
39 68 130 300 200K 
43 Ths. 180 470 470K 


| 2 watt Part #: CR2-( ) $2.00 each 


Carbon Composition style, 1 & 2 watt resistors are available in limited supply. 


METER SHUNT RESISTOR for HEATHKIT 


_“ 0.82Q 5% Wirewound, vitreous enameled, 


axial lead. Rated 7w. 


Replaces 2w resistor in SB220/SB221. 


Part #: R7-.82 $2.95 each 


, Tech Support 760-744-0500 


Price and availab 


CHOKES 


Two piece snap-together assembly wraps around coax. Removes 
RF from outside of cable. It is possible to make 2 or 3 turns of 
smaller coax. Several chokes will isolate end of coax for balanced 
feed (balun). Useful on mic leads & computer cables. Excellent for 
reducing RF on a mobile linear's +12V lead. New low pricing. 


RF Parts Company * 2008 


FERCKE-A FERCKE-AAA FERCKE-B 
Material: 43 MFR#: 0443164151 Material: 43 MFR#: 0443167251 


FERCKE-C FERCKE-D | FERCKE-E 
Material: 43 MFR#: 0443164251 MFR#: ZCAT2035-0930 Material: 43 MFR#: 0443806406 


: FERCKE-EE FERCKE-G FERCKE-M 
Material: 43 MFR#: 0443665806 MFR#: ZCAT3035-1330 Material: 31 MFR#: 0431173551 


Part Max Nominal Typical Net Each 
Number CableDia. HxWxL ———CableTypes— GAD 1224 
FERCKE-A 0.5 AB DEXAeSaxdess RG8, RG213, LMR400 3.95 3:50 M295 
FERCKE-AA 0.5 0.875"0Dx.437" RG8, RG213, LMR400 3.85 S255 2.85 
FERCKE-AAA 0.45 = 1.2”x1.3"x1.6” RG8, RG213, LMR400 4.20 390 3.40 


FERCKE-B 0.32 0.9"x1.0"x1.3” RG8X, RG58, RG59, LMR240 2.30 OxAWey Ys, 
FERCKEC 0.25 0.7"x0.8"x1.3” RG58, LMR195, RG8X, LMR240 92.15 1:85 60 


FERCKE-D 0.36 0.8”0Dx1.4" RG8X, RG58, LMR195, LMR-240 1.60 145 1.30 
FERCKE-E 0.6 1.3”0Dx.625” LMR600, FSJ4-50 ely Sees BAS) 
FERCKE-EE 0.37  .875”0Dx.625” LMR240, RG8X, RG58, RG6X 1.50 abeby 4 akede) 
FERCKE-G 0.5 1.25”0Dx1.3" LMR400, 9913, RG8U 5.95:: 5.60% *5:25 


FERCKE-M 0.750 1.415"x1.15"x1.65" LMR600, FSJ4-50A, LDF4-50A 595 5: 715m 9.9.00 
FERCKES 1.02 2.16"x2.22"x1.69” LMR9O0, LDF4-50A, LDF4.5-50A 10.95 10.45 9.95 


FERCKE-S 
Material: 44 MFR#: 0444177081 


Minimum order: $2 ; 
hy i" " ‘ 


CHOKES 


‘High Voltage RF Chokes for Tube Amplifiers 


Choke Size Chart (DxL, Inches) 


‘Chokes for Solid State Amplifiers 


 www.rfparts.com 


Part? <= ul 2 Ae Lxw(in) MHz Fig. = 1.9 10-24 
2x 7/16 7-35 B 13.50 12.95 
13% x 5/16 20-60 C 9.75 9.45 
1x 9/32 35-110 D 5.55 5.20 
% x 3/16 80-200 D 4.95 4.75 
5/8 x 3/16 160-350 D 3.50 2.80 
Ye x 5/32 320-520 D 3.50 2.80 
MULTILAYER CHOKES 
Classic chokes manufactured by Miller, National, Hammond, etc. 
Part Seca | Wie ee Mae LxD(in.) eo FIG sak 9 20-24) 
1533H 1.0mH 160 7/8 x 9/16 F 5.45 $4.95 
1535B 2.5mH 160 7/8 x 9/16 F 5.95 535 
4021162 2.5mH 500 1x% H 6.95 5.95 
HAMMOND H.V. RF CHOKES 
For linear amplifier and other applications. Low loss ceramic forms 1" dia. 
Length ‘ 
Part # 52/5) HE ge mA. ee Olunene 1 (in): | | See Ne 
RFC1508 she 500 Seas 3 K $29.95 
RFC1509 1000 600 6.0 3 N 44.95 
RFC1512 3200 1000 45 3 L 49.95 
RFC1515 250 500 3.0 4 M 29.95 
RFC1518 100 750 122 5 M 29.95 
RFC1521 90 1000 0.68 5 M 29.95 
Epoxy Dipped Coils 
Price is per value, no mixing. 
ee 5-99 100 «500 
Price Each: -50 35 30 


1/8x 1/4 
1/8 x 3/16 
1/8 x 7/32 
1/8x5/16 
1/8 x 3/8 


moo wY 


F 


G 
H 
| 
J 


1/8x 7/16 
1/8 x 9/16 
3/16 x 1/2 
3/16 x 9/16 
7/32 x 1/2 


COILED RF CHOKES/INDUCTORS 


K 1/4x3/8 0 
L  1/4x9/16 P 
M 1/4x3/4 Q 
N 5/16 x 1/2 R 


5/16 x 13/8 


1/2x5/8 


1/2x11/4 


st Uf 3 ae 


MOLDED RF CHOKES/INDUCTORS 


Part#: uH_—- Ma. Size Fig. 1910-24 | Part#: | uH Ma. Size Fig. 1910-24 
RFC.12-400 012 400 G D $.75$.60 | RFCM.22-935 0.22 935 H H $1.50$1.20 
RFC.18-200 0.18 200 A D_ .75 .60 | RFCM.33-700 0.33 700 H M 150 1.20 
RFC.22400 0.22 400 D D .75 .60 | RFCM47-565 0.47 565 H M 250 2.00 
RFC.39-2A 0.39 2A =| =D .75 60 | RFCM.56490 0.56 490 D M 150 1.20 
RFC.47-200 0.47 200 D D .75 .60 | RFCM62-100 0.62 100 F M 150 120 
RFC7-2A 07 2A | OD  .75 .60 | RFCM.82380 0.82 380 C M 150 1.20 - 
RFC10-2A .10 2A | D .75 .60 | RFCM10900 10 900 H M 150 1.20 
RFC12-2A 12 2A E OD .75 .60 | RFCM15835 15 835 H M 150 120 
RFC15-750 15 750 G OD .75 .60 | RFCM2.2650 22 665 H M 150 120 
RFC2.7-200 2.7. 200. £ Do (Se ous RECM2:7-5359 2:7 ‘S35. M 2.50 2.00 
RFC3.0-800 3.0 800 H D .75 .60 | RFCM3.0600 30 600 H M 2.50 2.00 
RFC3.3800 33 800 L D .75 .60 | RFCM3.3300 33 300 H M 150 120 
RFC49-15A 4.9 158 Q A 3.36 2.70 | RFCM4.7-380 47 380 H M 250 2.00 
RFC5.6632 56 632 E D .75 .60 | RFCM10-250 10 250 E M 150 120 
RFC10400 10 400 E D .75 .60 | RFCM12205 12 205 H M 150 1.20 
RFC10-1A = 10 «1A SM «SOD s14.25 110 | RFCM15325 15 325 H M 150 120 
RFC10-24 10 2A M OD 175 160 | RFCM22-295 22 295 J M 2.50 2.00 
RFC12-28 12 2A 1 OD .75 .60 | RFCM22-335 22 335 F M .75 60 
RFCIS4A 8915 4A O A 3.35 2.70 | RFCM22-1000 22 1000 R M 2.20 2.00 
RFC17-400 17 400 H D .75 .60 | RFCM27-260 27 260 H M .75 60 
RFC22-400 22 400 F D_ use17uh | RFCM33-200 33 200 H M 2.50 2.00 
-RFC24800 24 800 M D 175 145 | RFCM43-172 43 172 H M 150 120 
RFC30-24 30 24 Q OD 295 2.75 | RFCM62100 62 100 D M 150 120 
RFC33300 3 300 - B 4.95 ~- | RFCM68156 68 156 E M 75 60 
RFC120-200 120 200 H D .75 .60 | RFCM100-160 100 160 H M 280 2.25 
RFC150-250 150 250 A D  .75 .60 | RFCM390-100 390 100 L M 280 250 
RFC22080 220 80 E D .75 .60 | RFCM470-420 470 420 N M 2.50 2.00 
RFClmh79 1mh 79 A  D 2.95 2.60 | RFCM10mh-5010mh50 P M 3.20 2.55 
RFC1mh-100 1mh 100 M D 105 .95 
cok Pat# = _—uH__ Res.Q _Part®. ul Rea ee 
T50-1R8J - 18 3 150-560) 56 L7 
T50-8R2J 8.2 6 150-680) 68 18 
T50-100J 10 8 150-10) 100 2.0 
150-120) 12 8 150-121) 120 2.4 
150-1804 18 1.0 150-151) 150 2.4 
T50-220J 22 14 150-180 180 2.7 
150-270) at 12 150-33 330 47 
150-330) 33 13 150-474) 470 5.5 
T50-390J 39 14 T50-474K 470 5.7 
470-3470) 47 1.0 150-102) 41mh. 154 
150-150) 50 1.0 7RA-562) 56mh 53.9 


ice, Tech Support 760-744-0500 


a ee 


: 
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= CHOKES <~ CORES <> COMBINERSE 
ay “tii NECA ar A y ‘ Nag = = = rt “ 
Grounded Grid Filament Chokes GF Mini-Circuits 
Bifilar wound, Broadband Filament Chokes. POWER FREQUENCY | e 
2 
Suitable for 3-500Z, 3-500ZG,3-1000A, 3CX800A7, SPLITTERS and MIXERS E 
3CX3000A7, 8877, 833, etc. COMBINERS Part# Net + |Part# Net 8 
ey Peer Part # Net | RAY-6 $52.45 | SBL1X 6.45 £ 
pecifications: »1.8- rn et i ee, = iG’ i. heir ack a 5 
Lx OD: 6”x0.7” PSC-2-5 $29.95 RAY-6U 46.95 SBL-3LH 8.45 a 
PSC-2-45 22.95 | RPD-1 . |SPLAZMH 12.45 9% 
Part #: FILRFC-30 ° Price: $19.95 PSC-3-1 23.95 | SRAL1-4G 14.95 | SAY-1 62.95 
PSC-4A-4-75 64.95 | SRA-1W 15.95 {SAM-1 16.95 
PSC-5-1-75 64.45 | SRA-AWH 24.95 | SAM1H 
PSC6-1-75 78.95 | SRA2 15.95 | SAM2-5 ; 
- . itter Chok FILTERS PSC-8-1-75 78.95 | SRA-2H 38.95 oe 32.95 
ransmitier OKES Part# Net | pooge 93.95 | SRA2CR 17.95 | sowed 4.25 
Our best choke for 1.8-30 MHz Amateur Bands including WARC. PBP-21.4 $18.95 SRA-3M 15.95 HFP-505X-1 
Ideal for amplifiers using 811A, 572B, 813, 833, 3-500Z, 8877, PHP-150 14.95 | 
3CX800A7, 4CX1500B, etc. ATTENUATORS |, SRAS 24.95 |. GRAL 16.45 
PH eet iors 7elpany Net | SRA-12 29.95 | GRA1-2 
Used extensively in Ameritron and similar linear amps. PHP-300 14.95 AT Basil vi $3.65 SRA-173H «31.95. | GRA-3H 
PHP-500 14.95 
ER PAK Ur tag ae ub | ar3 3.65 | SRA-221-10 14.00 | GRA-GH : 
Size: 5 5/8” Lx 1” diameter PHT COMDrEE eh O Ne 3.65 | SRA3500 28.95 | GRAS 35.15 
Ceramic form ly of a Bodh ha PEN 3.65 | TAK-1H 15.95 |UNCLX1 23.95 
PIF-21.4 
: . ; TAK-3H-10 11.10 |UNCLX1M 27.95 
Part #: RFC-3 ¢ Price: $24.95 PIF-40 44.95 elke eon 
; AT-412 3.65 | TAKSR 20.95 | VAY-1 84.95 
PIF-60 14.95 | a6 Seopa fries 50.95 _| 
VK200-Style Ferrite Chokes bobs) dha? alent ee | FREQUENCY 
| =OiyiIt PLP-30 11.45 
Aue tag | MAP 4.45 | TFM2-408-1 13.95 SUE TER 
Impedance: 50MHz 8000 Radial 3T arsereatilacortd Rea 4.45 4 S84 5 Pate Net 
4100MHz 550Q ; PAS-2 2.95 | SBL41H 5.00 | SK-2 $26.45 
$2.00/Pack 5 Part #: VK200-3A Part #: VK200-3R gag | | 
Limited to stock on hand. Subject to prior sale. 
Ferrite Choke | High Power Input & Output Combiners 
; aie : * Conservative ratings. 
Ferrite bead * Designed for improved power New lo 


handling capability. 

* Low loss materials yield excellent circuit 
efficiency. 

« Ideal for power upgrades using new high output transistors. 


3.5mm x 4.5mm with wire 


3 oa \ 
SAA 
K " xs Ms + 
None : 


TDK, Axial : at eee ae * Optimized for 1-55 MHz. 
¢ Custom Combiners Available. 
Part #: HF55BTL « $1.00 Pack/5 
Core Rated Peak Net Net 
Part# _—Description = —-_—sSize_——sSWattts——_s Watts) 15 GAL 
COM-2 Input/Output 5x5 300 500 $3.75 $3.20 
COM-4 Output 5x8 900 1500 5.25 4.45 
heim Pl eae COM-5 Output 25x 1.25 1150 1700 5.65 4.80 
Ferrite Cores COM-6 Output 5x12 2800 3200 6.65 5.65 
Broadband Solid Ferrite Chokes for COM-10 _ Output* 5x24 5000 6000 19.95 18.95 
Cables, Wiring Harnesses, and Connectors COM-20 Output* 1.0 x 2.4 10,000 15000 36.95 34.95 
Mfg. Steward *includes 100Q termination resistor 
Call for quantity pricing. 
160Q @ 25MHz, 307Q @ 100MHz, 440Q @ 440MHz 
ODT Ta” 
ID: 0.542” Bi 
ieee ‘Inrush Current Limiters 

Part #: 28B1122-100 Part # _Descr. Price Ea. 
CL60 5 amp $1.80 
Price: (1-9) $2.00 ea. CL70 4 amp 1.80 
(10-49) 1.60 ea. CL80 3 amp 1.80 
(50-99) 1.40 ea. CL101 6.00 


(100+) 1.25 ea. 


Minimum order: $25 — 


TRANSFORMERS 


Broadband Ferrite Transformers 
for 2-35MHz Solid State Amplifiers 


T-2 T-1.5 


Absolutely the best quality Input & Output transformers for use in 
Linear and Class C amplifiers. Commonly used in commercially 
built amplifiers using SD1446, MRF455, 2SC 2290, 2SC2879, 
and similar transistors. Transformers are built in various lengths 
from 1/2” O.D. ferrite. 


Example of the 1” Long Transformer 


Shown actual size _ 


You may mix transformers for best quantity price. 


Type 61 Core 
Part # Material Length 1-4 5-9 10-19 20-up 
T-.25 No Va" on ee $3005 oo2:7D jede GOR S240 
T-.5 Yes Y,” 3.15 2.05 “2 2.55 
T-.75 Yes 34” 3.80 5.25 2 SO te OU 
T-14 Yes 12 3.85 3:50 4 73°25 2. S00 
T-1.25 Yes 1%” 5.55 4.20 3.90 3.65 
T-1.5 Yes 1%” 5.20 4.95....4.55 4.380 
T-2.0 Yes rey 6.25 515. $5.20 = +500 


Special Wire for RF Transformers 
Teflon Insulation 


Price Per Foot* 


Teflon Wire (10 foot minimum) 


Part# Gauge _—ColorsAvailable = Notes 10-24" 25-99" 
TEF10 10 Green, Red $ 2.30 $ 2.05 
TEF12 12 Yellow, Gray - 1.40 1.20 
TEF14 14 Red, Yellow - 1.15 1.10 
TEF16 16 Green, Orange - 10 .63 
TEF18 18 Blue, Yellow - .60 155 
TEF18TP 18 Twisted Pair, 

Red & White 1.65 1.45 


© RF Parts Co. 


T-.75 


WIRED TRANSFORMERS 


For Wired Transformers, add the.designator: 
W3=3 Turns or W4=4 Turns or W5=5 Turns 


Available for T-1/2, T-1 and T-1.25 transformers. 


Example: T-1W4 is the T-1 transformer with 4 turns. 


Add $1.75 per transformer for wiring. 


Price Per Foot* 

Teflon Wire (10 foot minimum) 
Part# | Gauge | Colors Available Notes ss 10-24" 25-99 

TTEF20 20 - 45 40 

TEF20TP 20 - Twisted Pair, 

Orange & Green 1.45 17 

TEF22 22 - - 2 30 

TEF24 24 - - 30 .28 


* Prices are correct at time of catalog publication and are subject to change. 
Call for lengths over 99’. 


Price anda ail 


- Filament & Low vetting: SrraetaTiTIGNS 


TRANSFORMERS 


Primary 115VAC 


Partie ss Fig. Secondary  ( RMS) a Dim. Ref. 1-4 Pcs. | Part # Fig. Secondary (RMS) _ 
166U5 A 5.0 VCT 15 A C14H $39.95 | 167X5 B 5.0VCT 30A X10 $51.95 | 
166R12 A 12.6 VCT 8A C16H 37.95 | 167U6 B 6.3VCT 16A X8 43.95 | 
166L14 Nera 4-0 CT 2A C10H 21.75 | 167V7 B 7.5VCT 21A X10 
166Q14. A 14.0VCT 6A C15H 36.95 | 167512 B  12.6VCT 10A x9 
165V10 AA 10.0VCT 20 A Hi0 69.95 | (67V12 = B 12.6VCT 20A X13 
165V12 AA ~~ 12.6VCT 20A H12 68.00 P 
ual Primary & Dual Secondary fers A 
165X5 AA 5.0VCT 30 A H9 69.95 Part # Fig. VA Secondary{RMS) 1-4 Pes. 
MEE iciicid dlanukect.e 185G10 C 175 10VCT @17.5a, 5V@35A_ $64.95 
n 

aan an ; Shey rs ‘ 185E12 C 80 126VCT@6.3A,6.3V@12.6A P 
(Note: All Hammond Transformers rated for -30° to + 100°C, 185G12 C 175 12.6VCT@14A, 6.3V@28.0A 59.95 |e 

continuous duty.) ne 

Dimensional data will ba found on Hammonds Website: www.hammondmfg.com 
Low Voltage Transformers 

Ideal transformers for tube filament or DC power supplies. 
All transformer secondaries have centertap. Primary 117 VAC / 60 cps. 
‘Part# _ Fig. _vCT Amps HxWxL_ _Mtg.Ctrs sibs. _ Net Ea. 
671122 A 12.6 2 ~1-11/16 x 1% x 2% 2 3/8” 0.8 $9.95 
671123 B 12.6 3 1-11/16 x 1% x 2-13/16 234” is 11.95 
671124 C 12.6 4 2x2 x3% 23; 1.4 12.95 
671125 D 12.6 5 2% x 2-1/8 x 3-5/8 234” 1.8 14.95 
671241 A 24.0 1 2% x 2-1/8 x 3-5/8 2 3/8” 0.8 9.95 
671242 C 24.0 2 2x2 x3h% 2 13/16” 128 12.95 
671243 D 24.0 3 2% x 2-3/8 x 3% 3 1/8” 24 16.95 
671244 D 24.0 4 2-5/8 x 2% x 4-1/8 3%” 25 18.95 
671245 E 24.0 5 2-5/8 x 2% x 4-1/8 334” 3.1 19.95 
671483 E 48.0 3 2-5/8 x 2% x 4-1/8 3 5/8” 3.6 24.85 


Length includes mounting feet. 


_ Minimum order: $2! 


32.95 ff 


RF Parts Company + 2008 


57.95 | 
49.95 ie 
69.95 | 


TRANSFORMERS <> SPECIALS 


Power Transformer Specials 
Heavy Duty Industrial-Grade Transformer 


JBK; — 400 #LAEARER | 
i SSP = va 50/807 T40/eiPa0 
91-21 36iv 24-25 220v 375vA 
90-22 380v 26-27 24v 25vA 

73 &Gp5226 a 23 399y Ze 


i: 


Designed for operation on 220V, 50-60 Hz. Because of 50 Hz rating, operation on 240 VAC 60 Hz will 
yield 30% increase in VA rating (450 VA), and 9% increase in terminal voltage. Using Transformer in 
Voltage Doubler circuit will yield 600 VDC @ 0.8A on 120 VAC, and 1200 VDC @ 0.4A on 240 VAC (ICAS). 
Ideal for 6-8 sweep tubes, or 3-811A amplifier. Quality construction includes barrier block and cover. 


Size: 4 3/4"W x 4 1/4"D x43/4"H Shipping Weight: 12.5 Ibs. 


Part #: GB5226 ° RF Parts Special $44.95 ea. 


Low Voltage Transformer with Bridge Rectifier 
g An Exceptionally high quality power transformer 
manufactured by Siemens of Germany. Mounted on an 
attached bracket are individual fuses for each of two 
secondary windings and a 25Amp Bridge Rectifier 
attached to the 28V winding. We suggest the use of a 
(Fy CL60 (page 47) Inrush Current Limiter in 
=< series with the 115VAC primary. 


Below are our estimated ratings: 


Primary 115VAC 50.60 Hz. 


ays Ko Secondary fee. VACS3 2x. Intermittant® _ 
#1 28V 415A AC 
#2 38VCT 6A AC 


* <50% Duty Cycle ICAS 
(i.e. 5 minutes on / 5 minutes off) 


Core Size: 4 3/4” x 4” x 2” 
Shipping Weight: 13 Ibs. 


Part Number: 4AJ5020-3 
Price: $39.95 


Misc. Power Transformers 


Basic designs for use 
in Amateur Radio Linears 


All Transformers 120 VAC, 60 cy primary. 


Note: Prices are in effect as of 4-1-08 and are subject to change in material costs. 


 www.rfparts.com 


| Excellent Quality Power/Filament Transformers 


Mfg: MagneTek Triad 


Primary 115V 60 Hz, 
Secondary 25.2 VCT, 2A. 


Approx. 26.5 VCT on 
120 VAC 60 Hz input. 
4”x21/4" x2 5/8” 
3 Ibs. 


Output: 


Size: 
Shipping Weight:: 
Part #: F-41X $9.95 ea. 


Primary 115V 50/60 Hz, 
Secondary 40 VCT, @ 2.0A 


Size: 2 3/4” x 2 1/2” x3 3/8” 
Shipping Weight: 4 Ibs. 


Part #:F-271UTriad 
Special $9.95 ea. 


Isol. L15V, 1.3A 


Part #:N73A 
Special $95.00 ea. 


Original Atlas Radio 
Transformer 


Transformer has split 115V primaries for 
115/230V operation. 


14 VAC, 22 A 


50/60Hz 
7.5 Ibs. 


Part #:L479 « Price: $69.95 


Pat# Fig. VRMS VDC MA Filament Amp Rect. _—Tubes/Type 
56-010-006-1 A a, - 250 - - - = 13/8x23/8x13/8 4 - Shielded $3.95 
221A D 260 700 250 12.6 2.5 V.D. 3 SWEEP 3%x3Yax4r 10 Oe “221,” 200X, screen supply for big Amp 19.95 
25-0300-02 D 550 VCT 700 100 6.3 2.8A Bridge 1 4CX250B/4CX400A 242x24x31/8 3 1 DX300, KW-1 Scr/Fil/Bias 4CX250B, etc. 69.95 
25-0300-01 F 1800 2200 500 - _ Bridge 1-2 4CX250B/4CX400A AYx4x5% a aa DX-300, KW-1 199.00 


Price and availability subject to change ae 


R10E1W4V185 
R104PDT-PC 
R104PDT-T 
R10E4L4V185 
R10E1X4V185 
R10E1Y4V185 
R10E2358-2 
R10E4341-1 
R10E4371.4 
AZ421-1011-IT 
AZ421-V12-203 
4T12V-9 
R1ODPDT-PC 
R1ODPDT-T 
R1OE2W2V185 
R10E2Y2-5800 
24A12C20E 
AZ428.80.200 
AZ428.1011.4LD 


Fig. Style Type Amp VDC © Notes = ___—~Prrice | Order# >i. 
A Enclosed 4PDT 7.5 12 185 Term $19.95 | AZ420-V10-4H 8B 
A Enclosed 4PDT 2 12 185 Generic PCB 16.95 | AZ428-1011-4LB B 
A Enclosed 4PDT 2 12 185 R10E1 Term 16.95 | AZ428220200 8B 
A Enclosed 4PDT 1 2s 18.95 K2-12V-1 B 
A Enclosed 4PDT 5 12 185 Term 18.95 PRD-11DYD-2Y 8B 
A Enclosed 4PDT 2 12 185 R104PDT-T 16.95 R5QE2Y2-12V CC 
A Enclosed 4PDT 7.5A 12 185 use R101E1W4V185 AZ531-09-4 C 
A Enclosed 3PDT 10 12 185 Special 27.90 K2T-12V B 
A Enclosed DPDT 10 12 185 Special 38.00 K2T-12V-4 B 
A Enclosed 4PDT 75 12 185 Term 16.95 K2YT-12V-9 B 
A Enclosed 4PDT 12 110 Term 16.95 | W92S7D12-12 
A Enclosed 4PDT 12 185 use R104PDT-PC LZN2-12V C 
B Enclosed DPDT 12 185 Generic R10E2 PCB 13.90 | NF2-12V C 
B- Enclosed DPDT 12 185 Generic R10E1 Term 13.90 NC2ED-JP C 
Bi Enclosed DPDI, (5) i285 PCB 23.00 NF2-12V C 
B_ Enclosed DPDT 12 800 Sensitive 10.95 LZN2-US C 
B Enclosed DPDT 2 412 900 PCB 7.95 | NC2ED-JP-DC12V C 
B Enclosed DPDT 2 12 420 PCB 7.95 PRD11DY0-24 
B Enclosed DPDT 2 12 180 PCB make-before-break 7.95 


Part # 


367G* 
W99AX5* 
W99AX5 
W199X-7 
W199X-12 
PRD-7DG1 


*used, excellent condition 


Minimum order: $25 


Magnicraft 
Magnicraft 
Magnicraft 
Magnicraft 
Magnicraft 
P&B 


Coil 


_Molts 


115VAC 
115VAC 
115VAC 
12 VDC_ 
12 VDC 
24 VDC 


ter & Brumfield Relays. (2rmercaaens 


RELAY SOCKETS 


I re 


Enclosed 
Enclosed 
Enclosed 


Enclosed 


Flatpack 
Flatpack 
Enclosed 
Enclosed 


Enclosed 


Flatpack 

Flatpack 

Flatpack 
PCB 
PCB 
PCB 


Cont. 
Res. sr Type 
280 DPDT 
280 DPDT 
280 DPDT 

DPST 

70 DPDT 
280 DPST 


RELAYS 

Stock# RelayStyle _No.Poles _ Terminal _Price 
27E125 R10 2 Solder $1.50 
27E126 R10 4 Solder 1.75 
27E128 R10 2 PC 1.50 
27E129 R10 4 PC steTda) 
Type Amp VDC Q Notes  ——__—~Price 
DPDies2 12 200 sameas R1ODPDT-T 13.90 
DPD iaez 12 185  Termspecial make-before-break 9.95 
SPD laure 129 220 ee PCB 6.95 
DPD ed 12 540 Term 12.90 
DPBT 25 24 290 
DPEDineee2 12 250 1.1x0.9x0.4 A2531-09-1 19.95 
DED ine 2 12 250 1.1x0.9x0.4 R50 eqiv. 19.95 
DED te2 12 185 use R10DPDT-PC 
DED Te see 530 Term 13.90 
DED Tea APD ANEYO) sil 210) 13.90 

30 12 9.95 
DED igee2 12 480 1.2x0.8x0.4 Hurricane 350 24.95 | 
DED Iga 12 480 1.2x0.8x0.4 Hurricane 350 24.95 i 
DED ian 412 400 '1.0x1.0x0.4 11.95 
DPDT 2 12 400 Hurricane 350 22.95 
DPDT 2 12 500 Hurricane 350 22.95 
DPDE <5: 12 415 12.95 

25 (24 22.95 


_ Contact Rating 
25A 115/230 VAC 

25A 115/230 VAC 

25A 115/230 VAC 

30A 28 VDC, 300 VAC 

30A 28 VDC, 300 VAC 

30A 240 VAC 


3 phase relays and additions to the High Current Relay line will be posted in our online Catalog at: 


QUANTITY PRICING 


www.rtparts.com 
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RELAYS — gususarfparts.com 
Misc. Special Relays 12VDC Coll uniess otherwise indicated. 


Coil Coil LxWxH 
Part: #: 7-70) Fig. Style Type VDC W Amp_ (inches) _— Notes __ __Price 
109P402 DPST 6 17 30 120/240 VAC w/ SPDT microswitch $19.95 
LZN2-12V Cc Flatpack DPDT 2.0 12 480 1.2x0.8x0.4 Hurricane 350 24.95 
NF2-12V C Flatpack DPDT 2.0 12 480 1.2x0.8x0.4 Hurricane 350 24.95 
NC2ED-JP C -Flatpack DPDT 3.0 12 400 1.0x1.0x0.4 - 11.95 
é NF2-12V C PCB DPDT 12 400 2 - Hurricane 350 22.95 
LZN2-US C PCB DPDT 12 500 2 - Hurricane 350 22.95 
NC2ED-JP-DC12V C PCB DPDT 12 415 3) - - 12.95 
171-1X-7635 D OpenFrame SPST 12 100 20 1.8x1.0x1.3 - 14.95 
RLY8512 D OpenFrame SPST 12 100 30 1.8x1.0x1.3 W88KDX-2 19.95 
A410-062476 E OpenFrame DPDT 12 290 5 1.7x1.3x1.2 - 14.95 
KA11DG-12V E OpenFrame DPDT 12 120 5 1.7x1.0x1.2 - - 
1819-16 E OpenFrame DPDT 12 240 10 - - 11.95 
KA14DG-12 E OpenFrame 3PDT 12 100 10 Le XT OX ee - - 
W88DX41 E OpenFrame SPST 24 400 30 1.9x1.5x1.3 - 19.95 
W88RX23 E OpenFrame DPDT 24 400 30 1.9x1.5x1.3 W88RX3 22.95 
KA11AG E OpenFrame DPDT 24vac 75 10 1.7x1.0x1.2. - 19.95 
KA11AY E OpenFrame DPDT 120vac 2.2k 5 1.6x0.8x1.1 - 14.95 
1240-2C-120A E OpenFrame DPDT 120vac 1.2k 10 1.6x0.8x1.1 - 19.95 
RLY 1425 E OpenFrame SPDT 120vac - - 1.7x1.0x1.3 > 10.95 
KA14AY-120 E OpenFrame 3PDT 120vac - 5 7X 1XA 53 - 19.95 
MK305 E OpenFrame KPDT 100 6.8k S > - 24.95 
KA1538 E OpenFrame DPDT 110 = 7.2k 5 1.7x1.0x1.2 - 24.95 
KA11DG E OpenFrame DPDT 110 9k 10 - - 24.95 
KA14DY E OpenFrame 3PDT 110 9k 5 21x OXIpo D&A - 
16010010 E OpenFrame 3PDT 110s 935k 5 1.8x1.0x1.2 - 14.95 
3PDT10A110v E OpenFrame 3PDT dO ieee G2 rene 1.8x1.1x1.3 Interchange. 24.95 
303D10 E OpenFrame 3PDT 11025 a1 OKO: 1.9x1.0x1.3 Astro, Atlas 24.95 
KA81296 E OpenFrame DPDT 12 120 5 1.7x1.0x1.2 = 4.95 
R14-11D-12 F Enclosed DPDT 10 165 - - 18.95 
188-25B2U1 F Enclosed SPST 12 115 30 > = 6.35 
DPDT-12v F Enclosed DPDT 12 160 10 1.6x0.8x1.1 - 18.95 
ITT4B841R F PCB 4PDT 12 170 3 - Palomar 13.95 
MY4-02 F PCB 4PDT 12 150 5 - RLY7062P 6.95 
e C281XDX F Term 4PDT 12 150 <5 - Swan 13.95 
LY2-UA-006244 FF Enclosed DPDT 120vac 4k uz 1.1x0.8x1.4 Vert Mt, Term up 14.95 
LY4-12VDC G Enclosed 4PDT 12 100 10 1.5x1.0x1.3 10A 240VAC 12.95 
268DPDT-24 G Enclosed DPDT 24 cml SOO Ae AS 2x1.5x1.3 - 13.50 
CRH1530 G Enclosed 3PDT 110 96k 20 2.1x1.5x1.3 - 34.95 
RM202221 G Term DPDT 220 39K 16 1.4x1.5x2.1 - 15.95 
MY2 G_ Enclosed DPDT 115vac 4.5k 65 1.1x0.8x1.4 - 19.95 
166P-DPDT G Enclosed DPDT 12 120 10 1.5x1.3x2.0 - 15.95 


z 


GQ-DPDT-12D 
A283XCX252 
KRUP110 
CRH153D 


R55-11A20-120F 
RLY 1943F 
188-25B2U1 


G 
G 
G 
G 
KRMP-14D-110 G 
G 
G 
G 
KUMP-1418-110 G 
G 


KRUP240 
R55-11A20-120F GG 
204801-928 F 
T-DC-12P F 


FBR244D012 J 
221D012 | 
244D0-12/020 | 
DSBT-S-DO5V. J 
NR-HD-12 J 
RSD-12V J 
RZ12 J 
190-228100 J 
MR62-12USRY J 
DS2Y-S-DC12V J 
JYW-DCI2V—CK 
W76URCPCX-16 kK 
JRI-DC12V.—siK 
JR2A-DCI2V.—K 
621D012 K 
VB12TCU K 
GR2-214-V-US K 
LA35577 K 
G2R-117P-V-US K 
GR2-1-E K 
GR2-14-120VAC_ K 
W171DIP-4 L 
W172DIP-3 : 
W172DIP-19 LL 
A410.364382 NN 
A410.364385 = N 
A410.364388 NN 
JWD-172-162 


Minimum order: $25 


Enclosed 
Enclosed 
Enclosed 
Enclosed 
Enclosed 
Enclosed 
Enclosed 
Enclosed 
Enclosed 
Enclosed 
Enclosed 
PCB 
Term 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 
PCB 


240VAC 
120VAC 


24 


LxWxH 


2x1.5x1.3 
2x1.5x1.3 
2x1.5x1.3 
2x1.5x1.3 
2x1.5x1.3 
2x1.5x1.3 
2x1.5x1.3 
2x1.5x1.3 


2x1.5x1.3 
2x1.5x1.3 


Sealed 


0.9x0.4x0.4 


0.8x0.4x0.8 


1.1x0.5x1.0 
1.1x0.5x1.0 
1.1x0.5x1.0 
1.1x0.5x1.0 
1.1x0.5x1.0 
1.1x0.5x1 

1.1x0.5x1.0 


Power/Ant SW 
Power/Ant SW 


Power/Ant SW/SB220 


Power/Ant SW 


Power/Ant SW/SB220 


Power/Ant SW 
Power/Ant SW 


SB220 Substitute 


Mtg. Tabs 
Old Outcom 
Early KLM 


Fast RF reed 


150W Fast RF reed 


Sub for RZ12 
Sub for RZ12 


Messenger 


use 621D012 


Sealed 


Atlas 350XL 

Good for 2 KW 
Good for 2 KW 
Good for 2 KW 


24.95 
15.95 
RS 
19.95 
24.95 


8.95 
8.95 
ago 
15.95 
Call 
18.95 
6.00 


RELAYS 
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RELAYS 
Tohtsu® Coaxial Relays coi votage 12v0c unless noted. 


g d Connection 12vVDC CW Power @ MHz 
PartNo. — Contacts Notes NO/NC CoM Coil O 50 150 500 1000 


CX420A.—s SPDT Note1 Note1 150 250 200 150 150 
CX120P — 


CX1400 
CX140M 


CX-230-24 
CX-230L 
CX-5200 
CX530D 


24V 300 


24V 192 


Notes: *watts P.E.P. 
. Direct coax cable connection. Will accept the following cables: RG58A/U, RG142, LMR-195, 2.5D2V. 


. Direct coax cable connection. Designed for 0.312” (max.) 0.D. coax (type 5D) 


. N.O. Contacts grounded. 
. Coil rating 24VDC. 
| Relays with 24 VDC coil are available on special order. All connectors are female connection. 


if 
2 
_ 3. Some models have specifications through 6 GHz. Contact us for additional information. 
4 
5 


| Additional Coil Data | Pricing 
at i i ParuNosgtin 5 2 SG meee oe OurPrice PartNo. = === «ur Price 
| Life expectancy 1,000,000 Operation (min.) Pena Ss UMMEEEEE ian 
| Part Nominal Activation Data (Vdc) Switching Time CX-120P 35.00  CX-560D 113.00 
ee 3 Ree pies RE: Ronen eee et Sta Eee Di CX-121B 45.00  CX-600M 109.00 
: og pees ae CX-440D 63.00  CX-600N 109.00 
CX-120P 12 9-15 1.5 20ms 15ms 
CX-140M 63.00  CX-600N-24 119.00 
CX-121B 12 9-15 1.5 20ms 15ms i : 10600 
CX-140D 12 9-15 15 15ms 40ms CAEN Ce a o2 
CX-440M 49 9-45 15 ae Fim CX-230 79.00  CX-6OONL 109.00 
CX-140N 1D 9-15 15 45ers 1008 CX-230-24 89.00  CX-800M 159.00 
CX-230 12 Ces jan 15 20ms 45ms CX-230L 109.00 CX-800N 159.00 
CX-230-24 AD) 9-16.5 15 20ms 15ms CX-520D 109.00 CX-800N-24 . 169.00 
CX-230L 12 9-16.5 1.5 20ms 15ms CX-530D 97.75  CX-800NC 169.00 
CX-520D 12 9- 16.5 15 20ms 15ms_ —s|,: CX-531M 75.00  CX-1054A 61.00 
CX-530D 12 9-16.5 15 20ms 15ms CX-531N 75.00  CZX-3500 139.00 
CX-5341M 12 9-15 1.5 20ms 15ms | CX540D 113.00  CZX-3500-24 149.00 
CX-53N 12 9-15 15 20ms 15ms 
CX-540D 12 9-16.5 15 20ms 15ms $ 13 
CX-550F 12 9-165 1.5 20ms 15ms Call for quantity pricing. 
CX-560D 12 9-16.5 1.5 20ms 15ms 
CX-600M 12 9-16.5 1.5 20ms 15ms 
CX-600N 12 9-16.5 Mee 20ms 15ms 
CX-6O00NC 12 9-16.5 15 20ms 15ms 


RF Parts stocks Coaxial Relays for UHF 


CX-600NL 12 9-16.6 15 20ms 15ms é q 
CX-800M 12 10-14 15 20ms 15ms = Microwave frequencies. ns 
CX-800N AD) 10-14 15 20ms 15ms EES oe tailaoee 
pate. a fot ae ios a Please check our website for mae detailed 
CX-1054A 12 9-15 16 15ms 410ms information: www.frfparts.com | 
CZX-3500 12 


i 


54 Lae : : Cus rs ., Tech Support 760-744-0500 


} 
’ 


CX-120P s2vvc CX-140D 12voc 
CX-140M 


(SO-239 Connector), 


CX-140N 


12 VDC 


RF Parts Company « -2008 


CX-520D s2v0e 


CX-230-24 24VDC Coil 


~ CX-600M (UHF) 12 VDC 


CX-531N 12voc | 


5 
% 


CX-600N 12VDC Coil 
CX-600N-24 24VDC Coil 


CX-800N 


CX-800N 12VDC Coil CZX-3500 12VDC Coil 
CX-800N-24 24VDC Coil CZX-3500-24 24VDC Coil 


RELAYS auras rfparts.com, 
RF Parts Vacuum Relays | 


for High Power Antenna Switching 
Rated 42KW @ 32MHz 


Peak Operating — 
Between Contacts & to 
Coil Coil Maximum Continuous 
Model | Voltage | Resistance Current (RMS) {15 yA Max Leakage) 
SPDT pc 


de or] 2.5 | 16 | 32 deor| 2.5 | 16 
60Hz } MHz} MHz}|MHz 60Hz | MHz | MHz | MHz 


Volts Ohms A A}AIA kV kV | kV 


Similar to: RJ4B, RJ4C, RJ2B, RF2C, RJ6C, KC-2, KC-11 


VC2F Flange Mount VC2T Threaded Base 
Amperite Thermal Delay Relays  cartorstocr/price check — S 
Normally Open Normally Closed 
Contacts Contacts 
Delay Delay Delay Delay 
PartNo. Volts __—-/Sec. = PartNo. Volts /Sec. ~_— PartNo. Volts — /Sec. ~— PartNo. Volts _—//Sec. 
Octal Base 6NO2 6 2  12N010 12 10 115NO5 115 5  6C10 6 10 
6NO3 6 3 12N030 12 30 115N010 115 10 12120 43 Seed 
6NO5 6 5  12NO60 12 60 115NO015 115 15 26C8 26 8 
6NO8 6 8  12NO90 12 90 115NO20 115 20 26C20 26 20 
6NO10 6 10  12N0120 12 120 1145NO30 115 30 115¢2 fin sas 
6NO15 6 15 26NO5 26 5 4115N045 145 45  115¢3 115 3 
6NO20 6 20  26NO08 26 8  415NO60 115 60 11510 1150 eet 
6NO30 6 30  26N010 26 10  145NO75 = 115 75 11530 1145 30 
6NO40 6 40 26N020 26 20 115NO90 115 90  145C60 115 60 
6NO45 6 45 26NO045 26 45 115NO120 115 120 115120 115 120 
6NO60 6 60  26NO60 26 60 115N0150 115 150 115C180 115 180 
6NO90 6 90  26NO75 26 75  115N0180 115 180 
6NO120 6 120 26N0180 26 180 
6NO150 6 150  50NO60 50 60 
6NO180 6 180  145N02 115 2 
Normally Open Normally Closed 
* Contacts é Contacts 
ye & Delay Delay Delay 
PartNo. Volts __/Sec. = PartNo. _Volts__— /Sec. = PartNo. _Volts_—_—/Sec. 
9 Pin Miniature 2NO15T 2 15 26NO20T 26 20 12C3T 12 3 
6NO2T 6 2  26NO60T 26 60  26C2T 26 2 
6NO5T 6 6 145NO2T 115 2 26C30T 26 30 
6NO10T 6 10 415NO3T 115 3 115C2T 115 2 
6NO6OT 6 60 145NO5T 115 5 115C8T 115 8 
6NO75T 6 75 415NO7T 145 7 *4a5Ci5ne. -195 15 
6NO120T 6 120 415NO20T 115 20 145C45T = 115 45 
6NO150T _—s «6 150  145NO30T 115 30 115C60T 115 60 
6NO180T 6 180  415NO45T 115 45 
12NO3T 12 3  115NO60T 115 60 
12NO10T 12 10 415NO75T 115 75 
26NO2T 26 2  415NO90T 115 90 
26NO3T 26 3  115NO120T 115 120 
OTR _ 


ne aR ; ; ei ee , 7, 
} To: 761 14-0700 uU 


Price and availability subject to cha 


E i ed hru Noise FAN@KS by us. mts. comet-Dubitier 


All New ° Manufacturer’s Excess * Low RF Parts Prices Say 
Rated 120/240 VAC 50/60 Hz j ALT. 
Ideal line filters for protection of sensitive equipment, ham amplifiers, industrial equipment, etc. } 


FILTERS 


RF Parts Company « 2008 


CB60 


Part #: CB60 $17.95 ea. 


Designed to filter conducted electrical noise at its source. - 
Recommended for air conditioners, fan motors, windshield wipers, 
defoggers, air horns, fuel pumps, etc. Blister packed. 


CBFT60 
Part #: CBFT40 0.5uf 40A, 50VDC $13.95 ea. 
CBFT60 0.5uf 60A, 50VDC 15.95 ea. 


‘TV Interference Filter 


TV interference filter with standard Type F 
Connector. 75 Ohm. 


Part #: TV-HPF $8.95 ea. 


Part# _—* Mfg. Figure Amps Sections Connections WxLxH _ 


JN64-1060 Sprague A Al) te Wire 1.27x1.5"x1.1" $9.90 $ 1:95 


____Reg. Special _ 


O3DPCGS5 Delta B 3 2) Terminal 2"x6.3’x1.8" 39.50 6.95 
F2924 Corcom C als) 2 * Terminal 25XG,05k2.0 00 8 00.00) 12°95 
STD-20 SRE D 20 2 6-32thd 3”x6.3"x3” 89.80 22.95 


F1200DD30 Curtis E 15 6-32thd 4.1"x5.1"x1.5" 62.20 14.95 


4 
20DCGS4 Delta G 20 4 6-32thd 3.4"x5.4”x2.3" 68.80 14.95 
4 


30G41T Stancore | 30 6-32thd  4.3"x5.3"x1.6" 59.15 17.95 


NF21244 Cor.Dub. J 6 Terminal = 2.3"x4"x1.8" 24.90 7.10 


: pentru order: $25 


FANS 


High Output Box Fans Manufactured by Sunon 
Ideal for use in cooling Linear pebtell Elle! tubes. 


Dimensions: 4.7” x 4.7” x 1.5” (120 x 120 x 38mm) 


Frame: Die-cast aluminum painted black for moisture 
and corrosion resistance. 

Bearing: Precision, life-lubricated ball bearing system. 
| Operating 

Temperature: -10° to +70°C 

Input: 115 VAC 50/60 Hz 0.26A 

RPM: 3150 rom 

Air Flow: 117 cfm 
) Static Pressure: 0.39 inch - H20 

Noise Level: 46 dBA 

Connection: Terminals, solder or use part # A2-20 


connector cord. 


Part #: 1123XBT ¢ List Price $34.95 *« Special $21.95 


' DC Cooling Fan Special 
NMB Technologies variable speed fans are specially 
designed to reduce overall fan and system noise. 


» ¢ 12 VDC (6v-13.8v) 
¢ 0.35 Amp nominal 


°4.7°L x 4.7°W x 1.5"H 


Limited to stock on hand. 


Fan Accessories 


nt ®) y 


FG a FPC68FT 


;  www.rfparts.com 


INCHES—H,0 


0 186 120 


Dimensions: 4.7” x 4.7” x 1.5” (120 x 120 x 38mm) 


Frame: Die-cast aluminum painted black for moisture 
and corrosion resistance. 

Bearing: Precision, life-lubricated ball bearing system. 

Operating 

Temperature: -10° to +70°C 

Input: 115 VAC 50/60 Hz 0.26A 

RPM: 3150 rpm 

Air Flow: 117 cfm 


Static Pressure: 0.39 inch - H20 
Noise Level: 46 dBA 


Connection: Terminals, solder or use part # A2-20 
connector cord. 


Part #: MC1123LST ° Special (1-9) $11.95, (10-19) $10.95 


Low noise levels: idle speed 31-40 dB(A). Built in sensor can 
be used to regulate motor speed. 

Construction: ball bearing, plastic housing, plastic impeller 
(UL-94 V-O). 


Temperature range: -10°C to +70°C (operating range). UL/CSA, 
VDE, TUV approved. 


Airflow: 63-85 CFM. Weight: 9.17 oz. 


Lead Wires: AWG 24 red/black/brown. 
UL1007-CSA TR-64. 


Part #: 4715KL-04W » Special: 1-5 $9.95 ea. 
6-11 8.75 ea. 
12up 8.25 ea. 


Part # Description Each 
A2-20 24” Connector Cord - $1.95 
C12235 EMI Filter/Screen 4.7"x4.7” (120mm) 3.95 
FG-04 Metal Finger Guard (40mm) 1.30 
FG-06 Metal Finger Guard (60mm) 1.05 
FG-08 Metal Finger Guard (80mm) 1.20 
FG-09 Metal Finger Guard (92mm) 1.55 
FG-12 Metal Finger Guard (120mm) 1.65 
FPC68FT 6'8" Fan Power Cord w/ AC Plug 1.65 


: 


Price and availability 


‘AC & DC Cooling Fans — 


New ball-bearing square box fans des 


igned for reduced noise 


and smooth running. Life expectancy 40,000 hours. 


All of Quality manufacture. 


AC Fans 


Part # Fig. _ 


A36B10A FE 
UF12B12 Ee 
KEST470 G 
1123XBT G 
MC1123LST G 


TRW 
Mechtronics 
Arctic 
Sunon 
Sunon 


T=Terminal, WL=Wire Leads 


Size, Inch 


3.6x3.6x1.0 


4.7x4.7x1.0 
4.7x4.7x1.5 
4.7x4.7x1.5 
4.7x4.7x1.5 


Size, Inch 


Air Flow 


105 
106 


120 
76 


Air Flow 


DC Fans 

Part # Fig. 
C34252 A 
R85F B 


KDA-120510MB8P A 
HDF5010L-12HB1 A 
109P0612 
109P0412 . 
D0612TM 
2410NLO4W 
JP3125 
MS36121 
SP922512M 
JF0925B1H 
MD12B5 
B34262 
D47-B10A 
4715KL-04W-B16 F 
FBA12G12M 
AFB1212VHE 
A31664 
MD24K7X 


O 


“ink (Q@) (@) aa sal (all tn) tags) @) 


(oo) {@) saP ae 


Epson 
Elina 
Elina 
Sanyo 
Sanyo 
Nidec 
NMB 
ILX 

MSI 
Innovat. 
Kaimei 
Rotron 
Nidec 
Globe 
NMB 
Panaflo 
Delta 
Nidec 
Rotron 


T=Terminal, WL=Wire Leads 


Minimum order: $25 : : 


1.0x1.0x0.4 
1.6x1.6x0.8 
1.9x1.9x0.4 
1.9x1.9x0.4 
2.4x2.4x0.6 
1.6x1.6x0.8 
2.4x2.4x1.0 
2.4x2.4x1.0 
3.2X3.2X1.3 
3.6x3.6x1.0 
3.6x3.6x1.0 
3.6x3.6x1 
4.7x4.7x1.8 
4.7x4.7x1.8 
4.7x4.7x1.0 
4.7x4.7x1.5 
4.7x4.7x1.5 
4.7x4.7x1.5 
4.7x4.7x1.8 
4.7x4.7x1.5 


FANS 


_Type  _——_— Each 
iT, 9.95 | 
WL 17.95 
ip 17.95 
Ti 21.95 
ih 10.95 
Type Each 
WL $4.95 
WL 6.95 
WL 6.95 
6.95 
WL 6.95 
WL 3.95 
WL 6.95 
WL 6.95 
WL 7.95 
WL 9.95 
WL 9.95 
WL 9.95 
WL 13.95 
WL 13.95 
WL 13.95 
WL 9.95 
WL 17.95 
WL 13.95 
li 13.95 
WL 24.95 
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Pg fe te ‘ ee 


CONNECTORS wrest partsicom 
Hi Voltage Connectors 


Original Millen - New Stock 

Phenolic safety terminals. Floating tapered brass insert in shell 
assures low contact resistance. Rated at 7000 VDC @ 2 amps. 
Accepts wire up to 9/32” OD. 


1 |: 
+ | 9/32 pb. 
37001C Red Shell 
>) Partt#  ___—_—dDescription .§§ _—s—s—_—_—sCiPPrice Part #5 pv ye) Description = —_—_—séPrice 
"*) 37001A Black Shell $5.90 ea. | 37001C Red Shell 5.90 ea. 
» 37001B Black Flange 6.90 ea. | 37001D Red Flange — 6.90 ea. 


: Cable Groups & Plating 


ge Low Loss ADAPTERS and 
CONNECTORS are the hest quality 


available. Designed for lowest VSWR 


and loss. 
Cable Groups: B  RG-174, 188, 188A, 316/U; Alpha 9174, Plating Key: N Nickel 
9136; Belden 8216; S__ Silver 
Times LMR-100A G: Gold 


C  RG-58, 58A, 58C, 141, 141A; Belden 
8219, 8240, 8259, 8262, 9201, 9203, 


9310, 9311; Times LMR-195 Dielectric Key: B_ Bakelite, Phen, Dap 
C1 RG-55, 55A, 55B, 142, 142A, 142B, 223, D Delrin 
400/U; Alpha 9055, 9055B, 9223; Belden P Polypropylene 
8219, 9907 T Teflon 
C2 Times LMR-200 
D RG-59, 59A, 59B, 62, 62A, 62C/U; Alpha | Gon-coo- me oe cn 


9059, 9062, 9830, 9840, 9845; Belden 
8221, 8241, 9169, 9204, 9228 — X  RG-8X; Belden 9258; Micro 8/U; Saxton 


E RG-8, 8A, 213/U; Alpha 9008, 9213: eR ilps 
Belden 8267, 9251, 9880. 


F  RG-9, 9A, 9B, 214/U; Alpha 9214; 
Belden 8242, 8268 


| RG-8/U; Belden 9913; Times LMR-400, 
LMR-400 UltraFlex; T-COM-400 


L2 Times LMR-600, LMR-600 UltraFlex; T- 


5 e Or 0-7. Customer Service, Tech Support 760-744-0500 


A 
v- 


~ wail 


RFB-1100-25T 


RFB-1116-NG 


RFB-1707-D 


Part 
Number 


nre00287 


RFB-1101-1EN 


RFBA101s| 


RFB-1101-1P 


| RFB-1101-1X — 


RFB-1106-2ST 


| RFB-1406-2TC1_— 


RFB-1106-5 
RFB-1106-C2T 
RFB-1106-9 
RFB-1106-C1ST 
RFB-1107-4P 
RFB-1107-1X 
RFB-1110-C1 
RFB-1115_ 
RFB-1116-NG 
69-9022 
RFB-1116-SG 


RFB-1117-BT 


-RFB-1117-BT-03 


RFB-1123-1 
RFB- at ao by 
RFB-1124-1X 


/RFB1707.0 
RFB1707-S 


Pi 
RFB-1101-1EN 


RFB-110 


RF 


RFB-1707-S 


Description 


BNC Male Clamp Plug 


BNC Male Clamp Plug 


_ BNC Male Clamp Plug 


BNC Male Clamp Plug 
BNC Male Clamp Plug 
BNC Male Crimp Plug 
BNC Male Crimp 

BNC Male Crimp Plug 
BNC Male Crimp Plug 
BNC Male 


BNC Male Crimp 


BNC Male Crimp Plug 

BNC Male Crimp Plug 

Right Angle BNC Crimp 

BNC Female Jack Panel Mount 
BNC Female Bulkhead 


BNC Male Bulkhead 


BNC 50Q Female Bulkhead 
BNC Female Bulkhead 

BNC Female Bulkhead 
BNC Female Bulkhead 

BNC Female Crimp Jack 
BNC Female Crimp 

BNC Female Crimp 

BNC Male Crimp Plug 

BNC Male Crimp Plug 


BNC Male Crimp Plug 


BNC Male Crimp Plug 


Minimum order: $25- 


~ RFB-1117 RFB-1117-BT 


TC-240-BMA 


1-15] RFB-1101-1P 


4) - 


RFB-1106-C1ST 


RFB-1 


TC-400-BM 


Cable 
Group 


RG-58/U, RG142/U & LMR-195 
RG8/U 

9913 & LMR-400 

Proflex 

RG-8X & LMR-240 

RG-58/U & LMR19S 


RG-174/U & RG-316/U 
LMR200 
RGSS 


Proflex 
RG-8X & LMR-240 


4 Hole Flange 


3/8” Hole 
UG-1094/U 
D-Flat for UG58/U 


R658/U & LMR195 


for 75Q RG59/U 

for 75Q RG-179/U 
stock code 3190-867 
LMR400 


RFB-1107-1P 


suc Amphenol°RF 


RFB-1107-1X 


&) 


RFB-1123-1 


“Plating 


Body Poor 


RFB-1106-2T 


RFB-1110-C1 


RFB-1123-C1 


CONNECTORS 


RFB-1106-2TC1 


4 Wilde Bag 
1-9 10-24: 25-99 ° 
$3.30 $2.75 
6.65 5.55 
6.30 ye As} 

3.15 2.85 
2.95 2.50 
2.70 PRPS 
3.50 2.90 
2.70 PANS) 

3.30 2309 
2.45 2.05 
3.65 3.05 
2.20 1.85 
2.30 1.90 
7.10 5.90 
3.05 2.95 
2.70 2.25 


3:25 PESTS) 


2.95 2.45 
5.95 5.00 
5.40 4.50 
5.70 4.75 
2.80 2.35 
3.00 2.50 
1.80 1.50 
2.15 1.80 
2.15 1.80 
7.00. 6.75 
9.95 9.75 
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CONNECTORS ese EEE ao —  uusrfparts.com 
SMB Connectors 


RSB-4010-1B 


RSB-4000-1B RSB-4000-B-03 RSB-4010-B 


' Price Ea. 
Description i i 10-24 25-99 
SMB Crimp Plug RG-174/U , 
RSB-4000-B-03 SMB Crimp Plug RG-174/U 
RSB-4010-B SMB Right Angle Crimp Plug RG-174/U 
RSB-4010-1B SMB Right Angle Crimp Plug RG-174/U 
RSB-4050-1B SMB Crimp Jack RG-174/U 
RSB-4252-B SMB Bulkhead Crimp Jack RG-174/U 


'L€ Connectors 


UG154A/U-P UG154A/U-P1 TRU9689-P TRU9689-P1 


Part Plating Price Ea. 
‘Number Description Pin 10-24 25-99 
RG218. Used - Removed from = é 
USE Poca equipment and cleaned. 
RG218. Used - Cut from assem- 
UG154A/U-P1 LC Male bly, has pigtail. 


TRU9689-P LC Male, Right Angle ese eee etre 
equipment and cleaned. 


TRU9G689-P4 LC Male, Right Angle DE at EES 
bly, has pigtail. 


TC-600-LCM LC Male Clamp, Hex nut LMR-600 


RFU-600-1 é RFU-600-1X RFU-601-1X RFU-601-3 


Plating Price Ea. 
Description Pin i 10-24 25-99 
RFU-600-1 Mini UHF Male Crimp Plug RG-58/U 
RFU-600-1X Mini UHF Male Crimp Plug RG-8X, LMR-240 
RFU-600-3 Mini UHF Male Crimp Plug RG-174/U, RG-316/U 
TC-400-M-UHF Mini UHF Male Crimp LMR-400 
RFU-601-1 Mini-UHF Female Crimp 


RFU-601-1X Mini UHF Female Crimp Jack RG-8X, LMR-240 


RFU-601-3 Mini UHF Female Crimp Jack RG-174/U, RG-316/U 


; 
; 
62 ders & Delivery Ini ustome TOES Tech Support 760-744-0500 2500 


Price and availabi ty subject t > — a IRE CONNECTORS 


RSA-3000-B RSA-3000-X ~~ RSA-3010-B RSA-3010-C RSA-3010-C1 


_RF Parts Company * 2008 


RSA-3050-B RSA-3050-C RSA-3252-A4 RSA-3252-C RSA-3252-C1 RSA-3350-1 9613-9523-003 


TC-240-SFBH TC-240-SM TC-240-SMRA TC-400-SM 


Part 


Number Description 


RSA-3000-B SMA Male Crimp RG-174/U & RG-316/U 


RSA-3000-C1 SMA Male Crimp Plug RG-142/U 


RSA-3000-X SMA Male Crimp Plug RG8X & LMR-240 


RSA-3010-C SMA Male Right Angle Crimp 


RSA-3050-B SMA Female 


RSA-3252-A4 R.P. SMA Bulkhead Crimp 


RSA-3252-C SMA Female Crimp Bulkhead Jack 


RSA-3350-1 


K —_-RGA79, RGS6, RGI7A 


SMA Female Bulkhead LMR-240 


iMRD4O 
TC-240-SMRA SMA Male Right Angle Crimp LMR-240 
SMAMaleCrimp ~LMR-400 


Minimum order: $25 ie 


CONNECTORS Wisurom= : 
UHF Connectors 


a 


RFU-500 


~~ RFU-504 RFU-505-ST RFU-507-SI 


RFU-508-X RFU-520-1E RFU-520-I RFU-521-ST $0-239 $0-239-1 RFU-523-T 


RFU-527 RFU-527-T PL-259 83-1SP-1050 EZ-400-UM EZ-600-UM 


Price Ea. 
Description i 10-24 


RFU-500 UHF Male Solder Plug PL-259 C, C2 


RFU-504 


Push-on PL-259 Ferrule Plug 


RG-58/U 


RFU-505 UHF Male Crimp Plug RG-58/.U 


RFU-505-C1 


UHF Male Crimp Plug RG-142/U 


RFU-505-ST UHF Male Crimp Plug 


RG-58/U 
RFU-507-SI 


UHF Male Crimp Plug 9913 & LMR-400 | 


RFU-507-ST UHF Male Crimp Plug 


RG-8/U 
RFU-507-STF 


UHF Male Crimp Plug RG-214/U F 


RFU-508-X UHF Male Crimp Plug RG-8/X & LMR-240 X 


RFU-520 


UHF Female Clamp Jack RG/58U, LMR195, RG142B/U 


RFU-520-1E 


UHF Female Clamp Jack RG-8/U & RG-214/U 


RFU-520-1 UHF Female Clamp LMR-400 | 


RFU-521-ST UHF Panel Jack, Best Grade mates with PL-259 - 


$0-239 UHF Panel Jack, Best Grade mates with PL-259 S 


$0-239-1 UHF Panel Jack mates with PL-259 - 
RFU-523-T UHF Female Bulkhead Jack front mount - 


RFU-527 UHF Female Crimp RG-58/U Cc 


RFU-527-T UHF Female Crimp Jack 


RG-58/U 


PL-259 UHF, our Best Grade RG-8/U, LMR-400, RG-213 


83-1SP-1050 Amphenol PL-259 


RG-8, 9, 11, 213, 214 


EZ-400-UM UHF Male Crimp LMR-400 L2 
EZ-600-UM UHF Male Crimp LMR-600 L2 
UG-175/U Reducer/Adapter for PL-259 RG-58/U C 
UG-175/U-S Reducer Adapter for PL259 ; RG-58/U Cc 
UG-176/U Reducer/Adapter for PL259 RG-8X, RG-59,LMR-240 = 


UG-176/U-S Reducer/Adapter for PL259 RG-8X, RG-59, LMR-240 


www.rfparts.com 


lo 


¥ 


Price and availability subject to cha 


“Reverse Polarity (Gender) Connectors 


es 


RP-1006-31 


RP-1202-C RP-1202-1B 


RF Parts Company + 2008 


RP-3000-1 RP-3010-1B ~ RP-3010-1C RP-3050-1B 


RP-3252-1B TC-240-SMRP TC-400-TMRP TC-400-TFRP “EZ-600-TMRP EZ-600-TFRP 


Part oe ae : . Price Ea. 
Number Description | PIN Die 1.9 10-24 25.99 


: Type N Male Crimp Plug RP for RG-58U & LMR195 $4.40 $4.00 
RP-1006-3 6. Type N Male Crimp Plug RP for RG-8/U, 9913 & LMR400 , ' 4.40 4.00 
- — Type N Female Crimp Jack  _—RP for RG-8/U, 9913 & LMR400 3,20 
TNC Male Crimp Plug RP for RG-58/U : 3.00 
TNC Male crimp Plug : RP for 9913 & LMR-400 : 5.30 
< Male Crimp Plug i" RP for RG-174/U & RG-316 . : 2.65 
e INC Female Bulkhead Chin Jack RP for RG-174/U & RG-316 Go é 3.95 
TNC Female Bulkhead Crimp Jack RP for RG-58/U, Rear Mt. : 255 
~ TNC Female Crimp Jack RP for 9913 & LMR-400 | : 2.95 
SMA Male Crimp Plug RP for RG-58/U & LMR195 : : 3.75 
SMA Male Crimp Plug RP for RG-174/U & RG-316/U : ! ‘ 3.10 


RP-3000-C SMA Male Crimp Plug RP for RG-58/U : 2.90 


| RP-3000-1 ae SMA Male Crimp Plug RP for RG-8/U, 9913 & LMR400 6.45 


Ser SMA Male Right Angle Crimp Plug RP for RG-174/U & RG-316/U : 4.80 
“SMA Male Right Angle Crimp Plug RP for RG-58/U & LMR195 : G: : : 4.95 
SMA Female Crimp Jack RP for RG-174/U & RG-316/U : 3.55 
: SMA Female Bulkhead Crimp Jack RP for RG-174/U & RG-316/U : 4.50 
SMA Male Crimp Hex | RP for LMR240 
_ TNC Male Crimp RP for LMR400 
TNC Female Crimp RP for LMR400 
_ TNC Male Crimp RP for LMR600_ 


TNC Female Crimp RP for LMR600 


CONNECTORS @ 2r-cimed Berra “oho 
7-16 DIN Connectors 


—) 


“y 2 


RFD-1630-2E RFD-1631-2L2 RFD-1640-2 


RFD-1605-2E 


RFD-1601-2L2 


TC-600-716-MRA 


— TC-400-716-MC 


j Part Price Ea. 
‘Number Description 10-24 


RFD-1601-2L2 7/16 DIN Male Clamp Plug LMR600 
RFD-1604-21 7/16 DIN Crimp LMR400 
RFD-1604-2L2 7/416 DIN Male Crimp Plug LMR600 
RFD-1605-2E ~7/16 DIN Male Crimp Plug RG-8/U, LMR-400 & 9913 
RFD-1630-2-E 7/16 DIN Female RG213 - 
RFD-1631-2L2 7/16 DIN Female LMR600 
RFD-1640-2 7/16 DIN Female Panel Mount Jack 4 Hole Flange 
TC-400-716-FC 7/16 DIN Female Clamp LMR-400 
TC-400-716-MC 7/16 DIN Male Clamp LMR-400 
TC-600-716-FC 7/16 DIN Female Clamp LMR-600 
TC-600-716-MRA 7/16 DIN Male Right Angle LMR-600 
TC-600-716-MC 7/16 DIN Male Clamp LMR-600 


EZ-600-716-MH 7/16 DIN Male Crimp LMR600 


BS 4 
= 


* 


RFE-G000C 


-RT-3000-101 


-RQA-5000-X 


RMC-6010-B 


Bats 2 ¢ Plating Price Ea. 
) Number Description i i 1-9 10-24 


RT-3000-1C1 Reverse Thread, SMA Male Crimp Left Hand Thread for RG-142/U Gr 


RMC-6010-B M/C Card Right Angle Plug RG-316/U B 


RFE-6000-C 


FME Male RG-58 


RFE-6050-C FME Female RG-58 


TC-400-HNI¥ HN, Male Clamp LMR-400 | 


TC-600-HNM HN, Male Clamp LMR-600 L2 


RQA-5000-C1 QMA, Crimp RG-142/B C1 


QMA, Crimp LMR240/RG8X X 


RQA-5000-X . 


Price and availability subject to ct 


TC-240-TM 


Part 


Number 


# 


RFT-1201-SI RFT-1201-1P 


Description 


TNC Male Clamp 


TNC Male Clamp Plug 


TNC Male Clamp Plug 


TNC Male Clamp Plug 


~ TNC Male Crimp Plug 


Serisees 
RFTA202-3 
wee fone as 

| RFT-1203-4X . 
Hh 5 


TNC Male Crimp Plug 


TNC Male Crimp Plug: 


TNC Male Crimp Plug 
TNC Male Crimp Plug 


TNC Female Crimp Bulkhead Jack 


ale Crimp Bulkhead Jack 
TNC Female Crimp seine Jack 
TNC pane Clamp Jack 
TNC Female Crimp Jack 
TNC Female Crimp Jack 


TNC Right Angle Male Crimp 


TNC Male Crimp 


FOSSA nae saa cea 


TC-400-TMRA 
a pack ese) 
i Minimum order: $25 — 


TNC Male Right Angle Crimp 
TNC Male Crimp 
TNC Male Right Angle Crimp 


TNC Male Crimp 


TC-240-TM-RA TC-400-TM 


: RG-58/ U&LMR195 — 


9913 & LMR-400 
Proflex 

RG-8/X & LMR-240 
RG-142/U 

RG-58/U 

RG-174/U 

Proflex 

RG-8/ . & LMR-240 
RG-58/U & LMR-195 
RG-174 & RG-316 
RG-8X A LMR-240 
9913 & LMR-400 
RG-58/U 

RG-8X & LMR-240 
RG-142/B 
LMR-240- 
LMR-240 

LMR-400 
LMR-400 


LMR-600 


RFT-1213-X 


TC-400-TM-RA 


RFT-1202-C1 


7 


a £ 
RFT-1214-| 


EZ-600-TM 


1 


TES MICROWAVE, 
| SYSTEMS 


RFT-1216-1 


CONNECTORS 


RFT-1217-X 


Price Ea. . 
- 10-24 25-99 © 


$2.70 


O99 


1.80 


2.85 


4,65 


1.60 


3.50 


2.40 


2.15 


3.20 


3.45 


2.85 
4.50 
3.00 
2.65 


55 


7.50 


18.95 
CLS 
18.95 


22.95 


$2.45 


5.40 


1.65 


2.60 


1.40 


1.45 


S15 


25 


1.95 


2.90 - 


3.15 


2.60 


4.05 


2.70 


2.40 


RF Parts Company « 2008 


 www.rfparts.com 


CONNECTORS Tier SEG 
Type F Connectors 


RFF-1401-D RFF-1401-Q RFF-1402-D RFF-1402-Q F-RG6 


Price Ea. 


Description i 1-9 10-24 
Type F, Male Clamp 75Q, LMR-400 

RFF-1401-D Type F, Male Compression Crimp RG59/U 

RFF-1401-Q Type F, Male Compression Crimp RG6/U 

RFF-1402-D Type F, Male Crimp RG@59/U 

RFF-1402-0 _ Type F, Male Crimp RG6/U 

F-RG59* Type F, Compression Crimp 


Type F, Compression Crimp 


*Limited Supply 


MCX & MMCX Connectors for Wireless Applications 


" RMX-8000-4B RMX-8010-1B RMX-9000-1B RMX-9010-1B 


Price Ea. 


Description i i 10-24 
RMX-8000-B MCX Male Crimp Plug RG-174/U & RG-316/U 
RMX-8000-1B MCX Male Crimp Plug RG-174/U & RG-316/U 
RMX-8010-1B MCX Male Right Angle Crimp Plug §RG-174/U & RG-316/U . 
RMX-9000-1B MMCX Male Crimp Plug RG-174/U & RG-316/U 
RMX-9010-1B MMCX Male Right Angle Crimp Plug RG-174/U & RG-316/U 


RMX-9050-1B MMCX Female Crimp Jack RG-174/U & RG-316/U 


RMX-9350-1 MMCX Vertical PCB Jack 


Customer Service, Tech Support 760-744-0500 


7 


Be Tron CONNECTORS 


1000-N 5589RFX1 134-0216-016 RFN-1002-4N RFN-1002-1SI RFN-1002-212 


RF Parts Company. * 2008 


RFN-1005-2N RFN-1005-3C1 RFN-1005-B-03 RFN-1006-2L2 


oe 


RFN-1006-3E RFN-1006-3F RFN-1006-31 RFN-1009-3! RFN-1009-C 


Part / peting Price Ea. 3 
Number Description : Pin a 10-24 25-99 . 


RFN-1000-N Type N Male Clamp Plug RG-58/U & RG-142/U exert 
RFN-1000-1S Type N Male Clamp Plug RG-58/U, RG-142/U & LMR-195 CCl 
RFN-1001-S Type N Male w/ Solder Plug RG-8/U, LMR-400, 9813, RG-213 EF 


Plug, Belden 8227 & 9207 : 


Type N Male Clamp Plug RG-8 & RG-213 


Type N Male Clamp Plug RG-8/U, 8214, RG-213 3 E 


RFN-1002-1SI Type N Male Clamp Plug 9913 & LMR-400 | 


RFN-1002-2L2 Type N Male Clamp Plug LMR-600 \2 


RFN-1004-1SX Type N Male Clamp Plug RG-8/X & LMR-240 x 
RF Type | ; Male crimp Plug RG-174/U & RG-316/U B 
Type N Male Crimp Plug RG-142/U CA: 

Type N 50Q Male Crimp | RG-58/.U : C 
RFN-1005-3C Type N Male Crimp Plug RG-58/U c 
/RFN-1005-3C1 -—=—‘Type NMale Crimp RG-142/b C1 
Type N Male Crimp RG-316, RG-174 B 

tie N Male Crimp Plug LMR-600 L2 

oe N Male Crimp Plug RG8/U E 

Type N Male Crimp Plug RG-214/U F 
RFN-100631 Type N Male Crimp Plug Belden 9913 & LMR-400 | 
RFN1007-16_ Type N Male Crimp Plug PRO FLEX ; 
| RFN-1007-25x Type N Male Crimp Plug RG-8/X & LMR-240 x 
| RFN-1009-31 Z i Hes | Ten Male Right Angle Crimp Plug Belden 9913 & LMR400 | 
Rasps Type N Male Right Angle Crimp Plug RG-58/U ‘ 


; Minimum order: $25 — 


www.rfparts.com 


CONNECTORS (2-2 Ye 0 ooo 
Type N Connectors 


F 4 * 
RFN-1021-4 RFN-1021 


RFN-1020-1 


4 


RFN-1024-1 


RFN-1022-8C 


~~ RFN-1028 RFN-1028-SI 


RFN-1027 RFN-1027-C1 


| Part Price Ea. 
Number Description 10-24 25-99 


i 


RFN-1009-C-03 Type N Male Right Angle RG-58/U, SQUARE BODY Cc 


RFN-1009-C1 Type N Male Right Angle Crimp RG-142/B 


RFN-1009-X-04 Type N Male Right Angle RG-8X, LMR240 X 


RFN-1011-1 Type N Triple Female UG28A 


RFN-1020-1 Type N Female Panel Mount 2 Hole Flange - 


RFN-1021 Type N Female Flange Jack RG-59/U 


RFN-1021-4 


Type N Female Flange Jack Mini 4 Hole Flange w/ Post 


RFN-1021-5 Type N Female Flange Jack Mini 4 Hole Flange w/Post 


RFN-1022-1 Type N Female Bulkhead Front Mount w/ Double D Flat 


RFN-1022-8 Type N Female Crimp Bulkhead RG-174/U & RG-316/U 


RFN-1022-8C Type N Female Crimp Bulkhead RG-58/U & LMR-195 


RFN-1022-8C1 Type N Female Crimp 


RG-142/B 


RFN-1024-1S| Type N Female Clamp Jack 9913 & LMR-400 | 


RFN-1024-1 Type N Female Solder RG-8, RG-213 


RFN-1025-2 Type N Female Clamp Jack RG-58/U & RG-142/U C, C1 


RFN-1026-1X Type N Female Clamp RG-8X, LMR240 ; X 


RFN-1027 Type N Female Crimp Jack RG-58/U 


RFN-1027-C1 Type N Female Crimp RG-142/B 


RFN-1028 Type N Female Crimp Jack RG8/U E 


RFN-1028-S! 


Type N Female Crimp Jack 9913 & LMR-400 I 


RFN-1028-212 Type N Female Crimp Jack LMR-600 L2 


RFN-1029-SX Type N Female Crimp Jack RG8/X & LMR240 


N-MiGM . Type N Bulkhead 


NM-002 Type N Male Bulkhead 0.62 hole required 


TC-400-NMH-RA 


TC-600-NFBH 


| Part 
Number 


TC-240-NMHRA-A 


inst 


eo 


TC-400-NMH 


EZ-400-NMH-RA 
|EZ-400-NF 


EZ-400-NFBH 


ae 


TC-600-NMCRA 


is 


TC-600-NFCBH 


_ Minimum order: $25 


4 


* 


82-5375-RFX C-240-NMH 


EZ-400-NMH-RA 


Description 

Type N Female Flange Jack 
ype N Male Crimp 

Type N Male Crimp Hex 

Type-N Male Right Angle Crimp 
Type-N Male 

Type-N Male Crimp 

Type-N Male Clamp 


Type N Male Crimp 


Type N Male Right Angle Crimp 


Type-N Male Right Angle Crimp 


Type-N Female Crimp 


Type-N Female Bulkhead Crimp 


Male Crimp Hex Nut. 


Male Crimp Hex Nut 
Type N Male Clamp Hex 


Type-N Male Right Angle Clamp 


~Type-N Female Bulkhead Crimp 


Type N Female Bulkhead Clamp 
Type N Female Crimp 


Type-N Female Bulkhead Crimp 


 Type-N Male Clamp Hex 


Type-N Male Clamp Hex 


Type-N Male Clamp Hex 


TC-240-NMH-RA-A TC-400-NM-75 


EZ-400-NFBH 


EZ-600-NFBH EZ-600-NMC 


Cable 
Group _— Body 

4 hole mtg. | 

RG-142 

stock code: 3190-382 

LMR-240 

750hm 

LMR-400 

LMR-400 

LMR-400 

LMR-400 

LMR-400 

LMR-400 


LMR-400 


LMR-400 


LMR-600 


LMR-600 


LMR-600 


LMR-600 


LMR-600 


LMR-600 


LMR-600 


LMR-600. 


LMR-600 


LMR-900 


TC-400-NMC 


19 


Tesco CONNECTORS 


TC-400-NMH 


TC-600-NMC-RA 


Price Ea. 
10-24 


_RF Parts.Company + 2008 


ADAPTERS 


” RFU-532 


Part 
Number 


RFU-532 
RFU-533 
RFU-534 


RFU-536 


RFU-537 


RFU-538 


UHF Adapters 


RFU-533 


Description 
Right Angle UHF Male to UHF Female UG-646/U 


UHF T-Adapter, Double Female, 1 Male 


UHF Triple Female - 


UHF Female to UHF Female 
UHF Female to UHF Female Bulkhead UG-363/U, Length 2” 


UHF Male to UHF Male 


|) Mini UHF Adapters 


RFU-620 


RFU-629 


RFU-621 RFU-622 RFU-623 


RFU-642 RFU-645 


Description 


RFU-621 
RFU-622 
RFU-623 
RFU-625 
RFU-626 

-RFU-627 
RFU-628 
RFU-642 


RFU-645 


Mini UHF Female to N Male 


Mini UHF Female to UHF Male 


"Mini UHF Female to Mini UI 


Mini UHF Female to SMA Female Motorola Cellular 


RFU-536 


RFU-537 


RFU-625 


RFU-626 


RFU-538 


Price Ea. 
10-24 


Price Ea. 
10-24 


TIMES MICROWAVE Amphenol*RF. A D A PT E R S 


RFB-1131 RFB-1132 RFB-1133 RFB-1136 


RF Parts Company + 2008 


RFB-1141 RFB-1142 RFB-1142-4 RFB-1143 RFB-1144 RFB-1145 RFB-1732 


RFB-1133 


RFB-1135-I 


TK240 & TK340 


na RO he 


ne ir a 


ee 


| ADAPTERS Sil cite Eee snoncnorer - www.rfparts.com 
'7/16 DIN Adapters 


RFD-1604-2I 


RFD-1650-2 RFD-1652-2 RFD-1653-2 RFD-1670-2 RFD-1671-2 


Zs : g g Ze Price Ea. 
Description _— : Be 1-9 10-up 

RFD-1650-2 | 7/16 DIN Male to 7/16 DIN Male 3 2 

RFD-1652-2 7/16 DIN Male to 7/16 DIN Male R/A 

RFD-1653-2 1/16 DIN Female to 7/16 DIN Female : 

RFD-1670-2 7/16 DIN Male to N Male | 

RFD-1671-2 7/16 DIN Male toNFemale 

RFD-16722 7/16 DIN Female to N Male 


RFD-1673-2 7/16 DIN Femaie to N Female 


gee AUG! 


RFT-1232 


RFT-1241-4 


RFT-1241-6 


Price Ea. 
10-24 25-99 


TNC Female to INC feahiale “g | $3.25 $3.00 
Right Angle TNC Female io TNC Male = 

TNC Female to BNC Male 

TNC Male io BNC Female ] 

TNC Female . BNC face 


TNC Female to Type NMale 


TNC Male to N Female 
TNC Male to UHF Female _ 


TNC Female to UHF Male 


TNC Female toN Female 
RFT-1241-4 TNC Female to SMA Female 
RFT-1241-6 TNC Female to SMA Male _ 


12761-0000 Right Angle TNC Male to TNC Female 


Orders & Delivery Info: 760-744-0700 | Customer Service, Tech Support 760-744-0500 


Gee 


RSA-3410-1 


RSA-3400 RSA-3402 RSA-3402-1 RSA-3403-1 RSA-3404 


RF Parts Company: «. 2008 


RSA-3452 RSA-3453 RSA-3458 RSA-3470 RSA-3473 RSA-3474 RSA-3475 


RSA-3478 34SMA-50-0-51 


Description 


RA/SMA Male to SMA Female 


Oa 


ADAPTERS 
LC Adapters 


UG216B/U-P 


Part lating Price Ea. 
Number Description dy ntiéiéiéMe 10-24 25-99 


TRUSO31GNT LC (F) - LC (F), Push-on 4 Hole Chasis Mount 


Type N Adapters | | 


RFN-1023 -RFN-1023-5 RFN-1034-1 RFN-1035-1 RFN-1036-1 


RFN-1013-1 


RFN-1037-1 RFN-1038-1 RFN-1039-1 RFN-1040-1 


Price Ea. 
10-24 25-99 


UG-57B/U 
UG-606/U 
UG-146/U 


UG-201A/U 


EZ400-NFNF 


CA-PNMDM N Male to 7/16 DIN Male ANDREW 


ADAPTERS 


iy 


‘Reverse Polarity (Gender) ‘Adapters 


~ 2 
RP-3405 


RE Parts Company «~ 2008 


RP-3408-1 RP-3452 RP-3453 


Part 


Number Description 


RP-TNC (M) - Type-N (F) 


RP-3408-1 RP-SMA (F) - MMCX (M) 


RP-3453 RP-SMA (M) - Type-N (M) 


RFE-6105 RFE-6108 RFE-6112 RFE-6150 RFE-6151 RFE-6152 


Part 


Number Description 


RFE-6108 FME (M) - TNC (M) 


RFE-6150 FME (M) - BNC (F) 


RFE-6152 FME (F) - Mini-UHF (F) 


Minimum order: $25 


ADAPTER KITS 


Technician’s SMA Adapter Kit 
13 Piece SMA Adapter KIT Contains: 


RSA-3400 SMA MALE TO DOUBLE SMA FEMALE 
RSA-3401 SMATHREE FEMALE - 

RSA-3402 SMA MALE TO FEMALE RIGHT ANGLE 
RSA-3403 ADAPTER SMA MALE TO SMA MALE 
RSA-3404 SMA FEMALE TO SMA FEMALE BARREL 
RSA-3452 SMA MALE TO FEMALE; RSA-3456 


» Foam padded zipper case included. 


© Part #: RFA-4027 « Price: $99.95 


UNIDAPT® Kit 


adapter you need 


Our Universal Adapter is the Key 
Each UNIDAPT fitting has a common connector end and a 
universal adapter end. Simply choose the two common con- 


nector ends you need, and screw them together with the 
universal adapter. It's so easy. That's why technicians love it! 


~ Our ingenious adapter kits let you mix and match any 2 male or 
female coaxial fittings. Build the perfect connector for the job - 
male to male, male to female, or female to female. The UNIDAPT 
connectors may be used on the BIRD wattmeters. See UNIDAPT 
watimeter connector system. 


All UNIDAPT sections are made of silver plated machined brass 
with a gold plated phosphor bronze contact anchored in a Teflon 
dielectric. Thirty pieces are stored in a padded, soft zippered 
Carrying case. 


30 PIECE UNIDAPT KIT CONTAINS: 


2 — UHF-Male 2 — BNC-Male 2 — SMA-Male 
2 — UHF-Female 2-—BNC-Female 2-—SMA-Female 
2 — M-UHF Male 2 — N-Male 2 —TNC-Male 
2 — M-UHF Female 2 — N-Female 2 —TNC-Female 


6 — Universal Adapters —_-Unidapt Connectors also available separately. 


Part #: RFA-4024 @ Price: $129.95 
78 


Create any inter-series | 


Individual UNIDAPT Connectors 


PT-4000-005 
TNC-M 
$5.95 


PT-4000-004 


BNC-M 
$5.95 


PT-4000-001 
UHF-M 
$5.95 


PT-4000-0114 
TNC-F 
$5.95 


PT-4000-010 
BNC-F 
$5.95 


PT-4000-007 
UHF-F 
$5.95 


PT-4000-013 
UNIV. ADAPT. 


$3.95 


PT-4000-012 
SMA-F 
$6.95 


PT-4000-008 
Mini UHF-F 
$5.95 


e, Tech Support 760-744-0500 


ee 


_ UNIDAPT PT-4000-026 & PT-4000-027 Kit 


‘The | RFA- PSMA teceaes. reverse polarity TNC, 


SMA, and MMCX maie and female adapters. 


Technicians and engineers can now work with popular WLAN 
equipment from prominent 

manufacturers such as Linksys, Cisco and 

others. 


The universal adapter mates with all UNIDAPT® inter- 
face adapters, then mates with any other UNIDAPT® 
adapter. 


Each adapter, when joined using one of the Universal Center 
Adapters with another adapter, 

creates any of the many possible adapter 

configurations. Any male to male, female to female, or male to fe- 
male adapter you need Is produced quickly and easily; simply mix 
or match the pieces to make your adapter. 


30 PIECE Wi-Fi UNIDAPT KIT CONTAINS: 


1 — MMCX-male 2 — Reverse Polarity SMA males 

1 — MMCX-female 2 — Reverse Polarity SMA females 
2—Nmales 2 — Reverse Polarity TNC males 

2 —N females 2 — Reverse Polarity TNC females 
2—TNC males 6 — Universal Centers 

2 — SMA males 


ADAPTER KITS 


Part #: RFA-4024-WIFI « Price: $159.95 


Individual Wi-Fi UNIDAPT Connectors 


PT-4000-117 PT-4000-118 


PT-4000-133 
MMCX-M MMCX-F RP-SMA-M 
$5.95 $5.95 $5.95 


PT-4000-135 


PT-4000-134 PT-4000-136 
RP-SMA-F RP-TNC-M RP-TNC-F 
$5.95 $5.95 $5.95 


2 Piece Adapter KIT 
Contains PT-4000-026 & PT-4000-027 


The RFA-4025 part includes PT-4000-026, Unidapt right 
angle adapter and PT-4000-027, Unidapt T adapter, kitted 
together. 


Part #: RFA-4025 © Price: $27.95 
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‘CONNECTORS & ADAPTERS FOR WATTMETERS — wus.rfparts.com 
| UNIDAPT® Wattmeter Connector System 


These flange adapters give your wattmeter UNIDAPT 

flexibility and power! Simply unscrew the standard 

fittings and replace them with our flange adapters. Immediately 
you have every connector in your UNIDAPT kit usable with your 
wattmeter. Save time and always have the right connector. 

See Unidapt® kits featured separately on page 78-79. 


System includes two of each: 
PT-4010-001 (UNIDAPT Flange adapters) 
PT-4000-009 (N-Female UNIDAPT) 
PT 4000-007 (UHF Female UNIDAPT) 


Part #: RFA-4047 «© Price: $34.95 


Adapters Only 


Permits use of Unidapt connectors on your Bird wattmeter or 
directional coupler. 


For Bird 43: 
Contains two PT-4010-001 Unidapt 
Flange adapters. ‘ 


RFA-4045-A ° $16.95 


For Telewave 44A: Contains 
two PT-4010-002 Unidapt 
Flange adapters. 
RFA-4046-A * $15.65 


Cut test time in half! 


With the UNIDAPT Coaxial Signal Sampler you can test for RF power failure or inject signal for noise 
measurements in transmitter output circuits without dismantling the line! An adjustable BNC fe- 
male port is inductively coupled to the main signal path between N male and N female ports which 
may be replaced with any of the UNIDAPT connector ends (purchased separately). The BNC fitting 
will supply between 20-80 dB of attenuated signal (depending on frequency) up to 3 GHz. 

Ideal for signal generators, tap offs, modulation meters or RF millivoltmeters. 

Power rating 50 waits. 


RFA-4059-A 
Includes N male (PT-4000-003) and N female (PT-4000-009) connectors. 
List $63.07 * Your Cost $57.75 


RFA-4059-A1 
“Without” terminations. BNC (F) is supplied for sample port. 
List $55.01 * Your Cost $49.90 


ce 


| CELLUDAPT® Connectors 


e 
PT-4000-101 PT-4000-108 PT-4000-109 PT-4000-110 
| Motorola SMA-Female OKI 900 Nokia P4000 NEC P3/P4 FME Male Euro-Nipple Female to Female 
$7.95 


+ 


$7.95 $7.95 $7.95 $6.95 $6.95 


Orders & Delivery Info: 760-744-0700 Customer Service, Tech Support 760-744-0500 ' 
a ys - = 4 em 


Price and availability subject to ¢ rz COAXIAL CABLE 
Times Microwave Systems LMR® LLPL cables are high perform- 
ance flexible low loss 50 Ohm coaxial communication cables de- 
signed for indoor use in wireless systems. In accordance with the 
National Electric Code (NEC), LMR® LLPL cables can be installed 
anywhere inside a building, including return air-handling plenums 
(e.g. suspended ceilings). LMR® LLPL cable is unique in that it is 
the only low-loss, flexible cable that meets the stringent plenum 
cable requirements. 


RF Parts Company. * 2008 


Times LMR® LLPL cables can be used in applications such as Cel- 
lular, PCS, Paging 2-way radio, LMDS, MMDS, WLL, CLEC, ISM 
and telemetry. LMR® LLPL cables are actually a complete “system” 
of cables, connectors, installation tools and accessories — every- 
thing you need to make your job simple and successful. 


Times LMR® LLPL cables have superior RF performance com- 
pared to foam FEP cables. They are much more flexible than corru- 
gated copper air-dielectric cables, making them much easier to 
install successfully, especially in difficult in-building situations. 


Besides LMR LLPL cables, Times offers many other cable options, including: 


e LMR®: Standard outdoor cable for jumpers and feeder cable runs. 
e LMR® FR: UL/CSA listed. Fire retardant cables for installation anywhere in the buildings except plenums. 


e LMR® DB: Watertight with an inert flooding compound 
to completely eliminate water migration — 10 year warranty. 


¢ LMR® Ultraflex: Stranded center conductor with more flexible outer jackets. 


Times also furnishes a complete line of site installation hardware everything you need for a complete 
wireless installation. 


¢ Ground kits 
¢ Hangers (Snap-in, butterfly, blocks) 
¢ Hoisting grips 


e Weatherproofing kits (universal, cold shrink) 


Siete oo “TC-240-T™M TC-400-NMH TC-240-TM-RA 
¢ Mounting hardware 
e Entry ports and accessories 
‘ceesamial 
| TIMES MICROWAVE RF Parts Company can supply Times LMR Cables, 
SYSTEMS Times Connectors, Installation Tools and Accessories. 


_ Minimum order: $250 UA 


www.rfparts.com 
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Price and availability subject to c Cc 0 AX : A L c A B L E 
Communications Coax 500. 

Featuring Times Microwave Systems LMR’ Flexible Coax 

Benefits of LMR Cable 

Flexible: More flexible than corrugated copper cables; often eliminating the need for jumper cables. 

Low Cost: The most cost effective choice for antenna feeders and jumper cables. 

Low Loss: Loss comparable to corrugated copper cables. 


Weatherproof: Black polyethylene UV protected jacket for long life. Bonded aluminum tape resists moisture ingress. 


Attenuation (dB per 100 feet) ae 


LMR LMR RFP400 RG214 RFP240 Belden RG LMR LMR RG LMR RG 
900 600 FSJ4-50B LMR400 RG213 LMR240 RG8X 142B 200 195 58/U 100 316 
Frequency/Size 0.870” 0.590” O520% 0.405” 0.405” 0.240” 0.242” 0.200” 0.195” 0.195” 0.195” 0.110: 0.102” 
30 MHz 0.288 0.40 0.557 0.7 be) see} 2.0 1.8 2.0 2.5 3.9 
50 MHz 0.374 0.50 0.730 OQ 1.6 Ae 25 2.3 DAS) 3.0 5 
150 MHz 0.658 1.00 1.28 165 2.8 3.0 4.7 4.0 4.4 6.2 8.9 
220 MHz 0.803 1.20 1.58 1.9 SH) 3.7 6.0 4.8 5.4 7.4 10.9 
450 MHz siealg? 1.70 Pkeib all ee 5:3: 8.6 7.0 7.8 10.6 15.8 
900 MHz 1.70 2.50 3.41 3.9 8.0 7.6 12.8 : 9.9 4 al 16.1 22.8 
1,500 MHz 2.24 3.30 4.54 51) - 9.9 - oe 14.5 - 30.1 
2,500 MHz - 4.40 5.95 6.8 - 12.9 - 16.9 19.0 - 39.8 
Power Handling (kW; +40C; Sea Level / Continuous Duty Cycle ) 
RFP400 RFP240 Belden 
LMR900 LMR600 FSJ4-50B LMR400 RG213 LMR240 RG8X LMR200 LMR195 RG-58/U LMR100 
Frequency/Size 0.870” 0.590” 0.520” 0.405” 0.405” 0.240” 0.242” 0.4195” 0,195” 0.110” 
30 MHz 8.89 5.54) 515 Sie) 1.8 1.49 0.35 .89 0.40 Pe} 
50 MHz 5} 4.24 4.42 250 1.2 AlealfS) 0.28 .68 0.30 18 
150 MHz 3.89 2.41 2.49 1.47 0.62 0.66 0.15 39 0.16 NG) 
220 MHz 3.19 1.97 2.04 Ae =.- 0.54 7 po?) -.- .083 
450 MHz \ 2.19 E35) 1.38 0.83 0.30 0.38 0.08 2, 0.08 .057 
900 MHz 1.51. 0.93 0.944 0.58 0.18 0.26 0.05 16 0.05 .039 
1,500 MHz 1.14 0.70 0.705 0.44 =.- 0.20 -.- 2 =- 029 
2,500 MHZ .86 dey 0.33 0.15 09 .022 
Velocity (%) 87 87 85 66 84 80 80 66 66 


Low Duty Cycle Transmissions - For less than 50% of duty cycle. Power rating may be doubled. 


General Performance Properties 


RFP400 RFP240 
LMR900 LMR600 LMR400 LMR240 LMR200 LMR195 LMR100 
Conductor: (note 1) 0.262” 0.176” 0.108” 0.056” 0.044 0.037” 0.018 
Dielectric: Cellular PE (note. 2) 0.680” 0.455” 0.285” 0.150” 0.116 0.110” 0.060 
Shield: Aluminum Tape (note 3) 0.686” 0.461” 0.291” (Ohillelsy” 0.121 0.116” 0.065 
Tinned Copper Braid 0.732” 0.490” 0.320” 0.178” 0.144 0.139” 0.083 
Jacket: Black PE (note 4) 0.870” 0.590” 0.405” 0.240” 0.195 0.195” 0.110 
Bend Radius (note 5) 3.00” ey 1.00” On75" 0.5 0.50” 0.25 


Weight (lbs/foot) 0.266 0.131 0.068 0.034 0.022” 0.022” 0.0092” 


Special LMR Products 


LMR Ultra Flex: A stranded center conductor and a more flexible jacket make LMR-UltraFlex ideal Notes: 
for applications requiring repeated flexing, i.e. feedline from rotating beam antenna. 
(1) Center Conductor in LMR-900, LMR-1200 & LMR-1700 is Copper tube. Center Con- 
Available sizes include 400, 500 and 600. Attenuation is about 15% higher than for standard LMR ductor in LMR-400, LMR-500 and LMR-600 is Copper Clad Aluminum. 
cables. LMR-UltraFlex cable accepts standard LMR connectors. (2) Low loss, closed cell polyethylene foam. Non-kinking. 
(3) Aluminum Laminated Tape bonded to the Dielectric with a Tinned Copper Overbraid. 
LMR-FR, Fire Retardant: The LMR-FR cables have fire retardant, low smoke, non-halogenated (4) Black, UV Protected Polyethylene. DB types are for 
jackets. The jackets are UV protected to allow longterm installation outdoors or indoors. They pro- direct burial. 
vide identical electrical performance to the standard LMR cables. UL CATVR listed for installation in (5) Less than 1 ohm impedance change at bend. 
risers & have been approved for use by the London Underground. (6) LMR-195 utilizes the same connectors as RG 58/U. 


Minimum order: $25. 
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COAXIAL CABLE 
Preassembled Coaxial Cables 


Save on these pre-assembled cables. 


Order# Length Cable Notes__—Connectors_- Body Pin Die _Net 
58RTMSM12 SP oi RG58 Coleman RP TNC(M) & SMA(M) $ 7.95 
278969 Be RG8/U PL259 x 2 14.95 
*240TMNM-5 Dift LMR 240 Times TNC (M) -N (M) N G ili 9.95 
223TMIM.5 Tk RG223/U Ericsson TNC (M) x 2 N S i 12.40 
214NMNM1.3 16” RG214/U Ericsson 90°N(M)x2 N S} T 23.00 
214NMNM4.6 56” RG214/U - 90°N (M)x2 N G T 24.00 
217HNHN-50 50’ RG217 - HN (M) x2 - - - 119.00 
*142NMNM-1 911.25” RG142 MIL-C-17 N(M)x2 N G T 14.95 
4142NMNM30 30° RG142B = MILC-17 N(M)x2 N S aT 39.95 
*FSJ450B-20 20° FSJ4-50B Andrew RAN (M)x 1 N G T 69.95 
*1250NMNM-6 65” 12-50JD Cellflex N(M)x2 N S iB 9.95 
*316MMMMN-10 10” RG316 Thermax ‘RA-MMCX(M)x2 G G T 12.00 
*316SMSM-6 6" RG316 Harbour SMA (M) x 2 G G T 12.50 
*316SMSM-5 ew RG316 Harbour SMA (M) x 2 G G ie Nabe) 
SMRNMNM-5.5 5.5” N(M)x2 14.95 


RF Parts builds custom cables upon request. 
Please contact us with your requirements. 
*Indicates items limited to stock on hand. 


: SMRNMNWN-5.5 
iA $14.95 


\ 


142NMNM-1 58RTMSM12 ’ 1250NMNM-6 
$14.95 $7.95 $9.95 


') Flexible 6’ Jumper Cable Low Impedance Coaxial Cable 


High quality coaxial cable with teflon dielectric is available in various impedances from 10-25 ohms. 
Commonly used in 4:1 and 9:1 balun transformers, and matching circuits for paralleling transistors. 


More information available on our website: www.rfparts.com 


RF Parts builds 
custom cables! 


Amphenol connectors attached to each end of RG58A/U coax: 1 BNC (male), and 1 PL259. VSWR iy) Send your specifications to: 
1.1:1 @ 150 MHz (typical). 
Ideal for connection between handy talkie and linear, wattmeter, antenna. Made in U.S.A. 
. steve@riparts.com 
Part #: JUMPER1 ®« Price: $9.95 \a or call 760-744-0700 


Customer Service, Tech Support 760-744-0500 


ey 


Price and availability subject to chang 


. COAXIAL CABLE 
sarhaeeacnincenimeremnataie | pest a 
RFP and : Times LMR Cables Or auie! Note: We expect some cable prices to change during 2008, due to increased manufacturing costs. 


Cable Part No. Ohms Mfg. Dia. Description & Notes 

LMR100 Times Microwave 0.110 Flexible low loss Coax, Solid Ctr Conductor 
LMR195 50 Times Microwave 0.195 Flexible low loss Coax, Solid Ctr Conductor 
68999# 50 Times Microwave 0.195 Teflon Coax, Solid Ctr Conductor 
LMR200* 50 Times Microwave 0.200 Flexible low loss Coax, Solid Ctr Conductor 
LMR240 50 Times Microwave 0.240 Low loss Coax, Solid Ctr Conductor 
RFP240 50 RF Parts 0.240 Low loss Coax, Solid Ctr Conductor. LMR240 Equivalent. 
LMR240DB * 50 Times Microwave 0.240 Low loss Coax, Direct Burial 

LMR240FR 50 Times Microwave 0.240 Low loss Coax, Fire Retardant 

LMR240UF 50 Times Microwave 0.240 Flexible lowloss Coax, Stranded Ctr Conductor 
LMR240-75 ie) Times Microwave 0.240 Flexible lowloss Coax, Stranded Ctr Conductor 

LMR400 50 Times Microwave 0.405 Lowloss Coax, Solid Ctr Conductor 

RFP400 # 50 RF Parts 0.405 Low loss Coax, Solid Ctr Conductor. LMR400 Equivalent. Call Call Call Call 
LMR400DB 50 Times Microwave 0.405 Lowloss Coax, Direct Burial 1.00 .98 .96 .93 
LMR400FR 50 Times Microwave 0.405 Lowloss Coax, Fire Retardant Call Call Call Call 
LMR400UF 50 Times Microwave 0.405. Flexible lowloss Coax, Stranded Ctr Conductor A 2'(, 1.19 1.10 1.02 
LMR400-75 75 Times Microwave 0.405 Flexible lowloss Coax, Stranded Ctr Conductor eS tae, 1..06 99 
LMR400LLPL 50 Times Microwave 0.405 Lowloss Coax, Plenum Rated ~—/ 25 4.95 4.70 4.40 
LMR600 50 Times Microwave 0.590 Lowloss Coax, Solid Ctr Conductor j 1.97 1.79 1.80 1.76 
LMR600LLPL* 50 Times Microwave 0.590 Lowloss Coax, Plenum Rated Call Call Call Call 
LMR600DB 50 Times Microwave 0.590 Lowloss Coax, Direct burial 2.90 2.58 252 PPK 
LMR600UF 50 Times Microwave 0.590 Flexible lowloss Coax, Stranded Ctr Conductor 3:25 2.70 2.60 2.50 
LMR900DB* 50 Times Microwave 0.870 Lowloss Coax, Direct burial Call Call Call Call 
LMR9OOFR* 50 Times Microwave 0.890 Lowloss Coax, Fire Retardant Call Call Call Call 


- RF Parts Company * 2008 


* Special Order # Limited Supply Connector Installation: add $7.00 per connector for cable with a diameter of .405 or smaller, anything above .405 is $15.00 per connector. 


Standard & Teflon Communication Cables 


Cable Part No. Mfg. Description & Notes 


RG58U-BEL 50 Belden 0.195 Coax, Solid Ctr Conductor 

RG5S8AU-BEL 50 Belden bee 0195 Solid Ctr Conductor es} PA 25 23 
RG8X-BEL 50 Belden 0.240 Flexible Coax, Stranded Ctr Conductor 39 .36 see .28 
RG8X-BEL-WH 50 Belden 0.240 Flexible Coax, Stranded Ctr Conductor, White, Marine 39 .36 SZ .28 
RG142B/U 50 Belden 0.195 TEFLON Coax, Solid Ctr Conductor. MILSPEC M17/158-83242 2.40 2.25 ZAG 2.00 
RG142B/U-RFP 50 RF Parts/Harbour Ind. 0.195 TEFLON Coax, Solid Ctr Conductor 1.95 1.80 1.70 1°55 
RG174/U 50 Victor; = = 0.110 Flexible Coax, Stranded Ctr Conductor .30 .26 .23 eas 
RG213/U 50 Belden 0.405 Flexible Coax, Stranded Ctr Conductor 1.10 95 .80 14 
RG214/U 50 Advanced Digital 0.405 Flexible Coax, Double shield/stranded Ctr Conductor ESPECIAL 2 1.95 1.75 1.60 1.45 
pete 50 _Belden CO ee EE ae es ot Conducta 3.75 3.45 3.30 3.00 
RG218/U 50 Consolidated - 0.88 Flexible Coax, Solid Ctr Conductor 6.50 6.25 5.85 5.35 
RG223 50 Coleman 0.216 TEFLON Coax, Double Shield. MILSPEC M17/84-RG223/8422 Des) 2.00 ALRTAS) 1.50 
RG316° 50 Harbour Ind. 0.110 Flexible TEFLON Coax, Clear Jacket. 1.25 4.15 1.05 Call 
RG316B 50 Harbour Ind. 0.110 Flexible TEFLON Coax, Black Jacket. 5 SPECIAL 1.15 1.05 95 Call 
RG393# 50 Times Microwave 0.400 Flexible TEFLON Coax, Stranded Ctr Conductor. Call Call Call Call 
RG 400 50. Tensolite 0.195 TEFLON Coax, Stranded Ctr Conductor. MILSPEC M17/128 3.75 3.50 3.00 2.85 
9203 50 Belden 0.195 Flexible Coax, Stranded Ctr Conductor. MIL-SPEC/RG58/U .80 72 68 64 
9913 | See LMR400 
9913F7 : : See LMR400UF 
RG217/U . See LMR600 
RG11A/U-8213 ibs Belden 0.412 Flexible Coax, Solid Ctr Conductor 8213 Foam, 97% Copper braid 1.20 1.00 Call Call 
RG59/U-9104 75 Belden 0.237 Flexible Coax, Solid Ctr Conductor 9104. Foil + Al braid oS P27 24 .23 
RG6/U-1189 15 Belden 0.298 Flexible Coax, Solid Ctr Conductor 1189A/1. Foil + Al braid EOS. .28 PD PP) 
RG179B/U# 75 0.100 Flexible TEFLON Coax, Stranded Ctr Conductor 1.75 1.50 1.35 1.25 
RG179MILM17 2) Thermax 0.100 Flexible TEFLON Coax, Stranded Ctr Conductor. MILSPEC M17/94 2.00 1.85 - - 


RG180/U# 


Tensolite , Flexible TEFLON Coax, Stranded Ctr Conductor. MIL-SPEC M17/90 4.50 4.00 SHON) 3.25 


~ Coni ble with a diameter of .405 or smaller, anything above .405 is $15.00 per connector. 


Notes: 

(1) Deposit or prepayment (Visa, MC, check with order) may be required on cable orders (4) All cables available in 500 ft. spools. Call for information. 
where shipping weight is significant. (5) Direct burial cables are available in the LMR series. 

(2) RG213/U is improved grade of standard RG8/U. (6) Fire retardent cable available. 


(3) Ultra Flex cable should be used where there is repeated flexing or twisting, i.e. where (7) Mil Spec version of RG58/U. 
cable passes around an antenna roto 


Minimum order: $25 ~ QUANT! 


COAXIAL CABLE ACCESSORIES 


Cable Strippers 
Adjustable 3-Blade Cable Strippers 


This coax stripping tool has the sturdy construction of a zinc diecast body, an adjustable SK-5 blade 
for two or three step stripping lengths from 4.9mm to 114mm. 


For RG-8, 213, 214, 9913, 
LMR-400 & LMR-400UF 


Part #: RFA-4087 ° $48.90 


RFA-4087 


Replacement blades for RFA-4087. 
Six per pack. 

Part #: RFA-4087-R14 
Price: $10.80 


Stripping tool for RG-58/59/62/LMR-195 
Part #: 639 ° $15.95 


Stripping tool for big cable O.D. around 
10.5f, i.e. RG-8/U, RG-213 


Part #: 639-1 * $15.95 


Preset Cable Strippers 


These two-step strippers are easy to use and require no adjustment. 


sT600c Part# _—-Cablepreptoolfor; 
ST-400C LMR400 Clamp style connectors. 
ST-400EZ LMR400 Crimp style connectors. 
ST-600C LMR600 Clamp style connectors. 
ST-600EZ LMR600 Crimp style connectors. 
Price: $79.50 each 


Cable Heat Shrink 


Inside Price Per Stick (1 stick = 4 feet) 

Part #: Diameter 14 5-24 25-up 
GSHS-1/8 1/8” $ 3.30 $ 2.70 215 
GSHS-3/16 3/16” 3.40 2.80 PAPAS: 
GSHS-1/4 1/4" ss aT /3) 3.10 2.45 
GSHS-3/8 3/8” 5.00 4.20 3.20 
GSHS-1/2 2 6.50 5.50 4.50 
GSHS-3/4 3/4” 8.50 7.50 6.50 
GSHS-1 ak 13.00 10.00 8.00 
GSHS-1.5 {Bley 15.50 13.50 10.50 


Connector Sealant 


Just wrap the connection with a strip of Coax-Seal, 
and then mold it into place. That’s it! 


¢ Maintains clear video and audio reception 
from TV and radio antennas, cable, and 
satellite dishes 


¢ Provides a fast, easy seal 


« Adheres to all coax hardware and 
cable jackets 


« Forms and seals over odd shapes 


* Offers years of protection from the 
effects of weather 


¢ Stays flexible hot or cold; easy to remove 


¢ Non-toxic; non-conductive and non-contaminating 
¢ Used by Cisco, GE, NASA and the U.S. Military 
¢ Peel-away paper backing °¢ 3/32” thick 


* Protects Coax Connections 
° Creates a Watertight Seal 


* Maintains Great Reception 


Number Prod ize & Description Price 
Consumer Dispenser Package 
CS104 1/2” wide, 5’ long, 
consumer dispenser package with instructions 


(1-9) $3.25 ea 
(10-34) 2.95 ea 
_ (35-up) 2.75 ea 


Professional Package Rolls 


CS105 Box of (4) rolls, 1/2” wide x 12’ long (1-5) $14.95 per box 
with instructions (6-up) 14.65 per box 
Box of (4) rolls, 1” wide x 12’ long (4-5) $21.95 per box 


| S106 


with instructions (6-up) 21.65 per box 


Professional Package Strips 
CS101 1/2” wide, 10” strip, packaged in a 
1-1/4” x 5-1/2” envelope with instructions 


Case of 500 $180.00 
Case of 900 234.00 
Case of 2000 380.00 


Strain Relief Boot 


Strain Relief Boot, black. 
Price: $ .40 ea. 


For RG8/X and LMR240. For RG58/U and LMR195. 
Part #: PT-4015-05-BK Part #: PT-4015-03-BK 
Coax Cable Rack 

Be. ES SSE Cable not supplied. 


Part #: RFW-1999 
Price: $14.95 ea. 


Price and availab 


palin tances 


| : pe COAXIAL CABLE ACCESSORIES 
vy Duty Crimp Handles & Dies 
RFA-4005-20 Crimp Handle 


ideal for production cable assembly. 


Precision manufactured of high-carbon, heat- 

treated, stamped steel and designed for 

smooth and rapid die closure. A simple pressure 
adjustment resets the scissors rachet mechanism to 
compensate for different crimp dies and crimp forces. 
When the correct die is used, the full cycle rachet will not 
release until a clean and tight crimp is achieved. Should a 
mismatch occur, the disengagement lever quickly releases the 
rachet mechanism. 


Part #: RFA-4005-20 « List $57.83 * Your Cost $43.45 


Die Sets for the RFA-4005-20 


Change crimp dies with ease, using either a Phillips or 
standard screwdriver. All dies are precision die diecast, 
not pressed, powdered metal. 


The RFA-4005-02 die set is used to crimp 
RG8/U, RG213/U, RG214/U, and Belden 
9913 cables. 


Cavity dimensions: .100”, .128” & .429”. 


The .128” cavity crimps the center pin on 
Belden 9913 cable. This is the only die set 
with a .128” cavity for 9913 pins. 


The RFA-4005-01 die set is used to 
crimp RG58/U, RG59/U, RG142/U, 
RG8xX, Proflex and various video 


cables. Part #: RFA-4005-02 ° Price: $24.50 


Cavity dimensions: .052”, .068”, .100”, 
LS 2Oo > 


The RFA-4005-09 die set is used to crimp 
RG-174, RG-188, RG-316, LMR100 and 
Mini-59 coaxial cables. 


The .052” cavity is unique and used to 
crimp the center pins of the RFU-600-1 
or AMP's 2266-001. 


Cavity dimensions: .178”, .130” & .068”. 


Part #: RFA-4005-01 ° Price: $24.50 


Part #: RFA-4005-09 ¢ Price: $24.50 


Sass 


Crimping Tool and Die Kit 

The RFA-4005 is supplied with one RFA-4005-020 
crimping tool frame and two die sets, the RFA-4005-01 
and the RFA-4005-02. All contained in a durable, 
padded,self-storage case. 


Part #: RFA-4005 « List: $141.68 © Special Price: $99.95 


Minimum order: $25 


COAXIAL CABLE ACCESSORIES 


Heavy Duty Crimp Handle & Dies 
Heavy Duty Crimper 


The RFA-4009-20 is a heavy duty, 
piston-type crimper that offers 
considerably more compression 
when installing larger ferrules. 
The smooth ratcheting 
mechanism will not release until 
the ferrule is completely crimped. 
This tool will accommodate 

the popular low loss 0.6" 
diameter cable. 


Part #: RFA-4009-20 
Price: $214.90 ea. 


Precision die sets for the RFA-4009-20 


Die set for LMR-400 (cable 
groups E, F, |, R) cable. Hex 
cavities: .100, .118, .429. 
Part #: RFA-4009-05 « 
Price: $78.50 ea. 


Die set for LMR-600 (cable 
group L2) cable. Hex cavity 
dimension .600. 
Part #: RFA-4009-01 » 
Price: $78.50 ea. 


Deluxe Crimping Tool Kit 
1505 Deluxe Crimping Tool Kit 


The 1505 is a complete crimping tool kit ideal for the field technician, 
2-way radio installer, small production cable assembly, etc. 


Kit includes Ratcheting Crimp Handle, Coax Cable Stripper, Cutter, 
and 5 seperate Connector Dies to crimp most connectors on the 
market today. Hard plastic carrying case included. 


K OL 

HT-NO. ( HOVOIOTR | Q.PIN FOR CRIMPING RG TYPE CABLE 
236A 255” |.213”].187"|.068” 55, 58, 59, 62, 140, 142, 210, 223, 174, 

6.5 |5.4114.75]1.72 303, 400, BELDEN 8279, LMR-195, 

336C | .319” | .256"}.213” .068” 6, 59, 62, 140, 210, BELDEN 8279, 55, 
DIE | 81 | 65 | 5.44 1.72 58, 141, 142, 223, 303, 400 
336G |.255”} .213” |.137”].100"|.068”} .043” | 59, 62, 8X, 470, 210, BELDEN 8279, 55, 58, 
DIE | 6.48 | 5.41 |3.48]2.54] 1.72] 1.09 | 141, 142, 174, 223, 303, 400, LMR-240, RFP-240 
336) |.178” | 154” |.128"].078"|.068”] .042” | 122, 174, 179, 180, 187, 188, 195, 
DIE | 4.52 | 3.84 |3.25]1.98] 1.72] 1.07 | Fiber Optic 178, 316, BELDEN 8218 
336K }.429” .128”}.100” 8, 9, 11, 213, 214, 174, 179, 188, 316, LMR-100 
DIE | 10.9 3.25 | 2.54 


BELDEN 9913, LMR-400, RFP-400, LMR-400UF 


6 1/2” CABLE CUTTER FOR CUTTING CABLE MAX .41" (10.5mmd) 
4” L COAX STRIPPER FOR STRUPPING RG58/59/62/6/3C2V... 


(Note: Not recommended for heavy industrial use.) Part #: 1505 ° Price: $99.95 ea. 


mer Service, Tech Support 760-744-0500 
a 


§ Heliax Coaxial Cable 500 


FSJ1-50A 
1/4” Super Flexible Cable, 
Standard Jacket 


FSJ1RN-50B 
Fire Retardant Cable, 
1/4” Fire Retardant Jacket 


(CATVR or CATVX) 
Gharacigustcs =) 3 
Electrical 
Impedance, ohms 50 +1 
Maximum Frequency, GHz 20.4 
Velocity, percent 84 
Peak Power Rating, kW 6.4 
Mechanical 
Outer Conductor Copper 
Inner Conductor Cu-Clad Al 
Diameter over Jacket, in (mm) 0.29 (7.4) 
Diameter over Copper Outer Conductor, in(mm) 0.25 (6.4) 
Diameter Inner Conductor, in (mm) 0.075 (1.9) 
Minimum Bending Radius, in (mm) 1 (25) 
Cable Weight, Ib/ft (kg/m) 0.045 (0.067) 
Attenuation & Average Power 
Frequency Attenuation Attenuation Average 
ipocese! MHz __—dB/100 ft. dB/100m___— Power, kW 
30 0.973 3.19 2.28 
. 50 1.26 4.14 1.76 
150 oat 7.25 1.00 
; 200 2.56 8.41 0.865 
: 894 5.61 18.4 0.395 
1500 7.41 24.3 0.299 
2300 9.37 30.7 0.237 


Current pricing and availability 
ees is on our website www.rfparts.com, 
ee by contacting steve@rfparts.com, 
ee or 800-737-2787. 


a a il i aan ta 


HELIAX COAXIAL CABLE 


Connectors & Accessories for FSJ1 


FAPNMV2-H TYPE-N MALE 


F1PNR-HC TYPE-N MALE, RIGHT ANGLE 
FAPNE TYPE-N FEMALE 

FAPNF-BH TYPE-N FEMALE BULKHEAD 
FATTM-C TNC MALE 

A1AENT TNC FEMALE BULKHEAD 
FATSM-C SMA MALE 

FATSF-BH SMA FEMALE BULKHEAD 
FATBM-C BNC MALE 

F1TDM 7/16 DIN MALE 

FAPDF 7/16 DIN FEMALE 
FAPDF-BH 7/16 DIN FEMALE BULKHEAD 
293158-2 Grounding Kit w/ 2-hole lug 


for 1/4” & 3/8” 


EASIAX Prep Tool 


Me for 1/4” & 3/8” 


RF Parts Company « 2008 


HELIAX COAXIAL CABLE 


FSJ2 3/8" Andrews Heliax Coaxial Cable 50Q 
Cable Information Connectors & 


Accessories for FSJ2 


Photo 


Part Number _ - Description 


FSJ2-50 
3/8” Super Flexible Cable, ; 
Standard Jacket 
F2PNM-H __ TYPE-N MALE CONNECTOR 
~ F2PNMHC ___ TYPE-N MALE CONNECTOR 
) Characteristics 
Electrical 
Impedance, ohms DO eas 
Maximum Frequency, GHz 13.4 FOPNF-C TYPE-N FEMALE CONNECTOR 
Velocity, percent 83 
Peak Power Rating, kW 13.2 
Mechanical 
| Outer Conductor Copper F2PDM-C —=«7/16 DIN MALE CONNECTOR 
Inner Conductor Copper-Clad Al : 
Diameter over Jacket, in (mm) 0.415 (10.5) 
Diameter over Copper Outer Conductor, in(mm) 0.375 (9.5) 
) Diameter Inner Conductor, in (mm) 0.110 (2.8) 
Minimum Bending Radius, in (mm) 1 (25) F2PDF-C 7/16 DIN FEMALE CONNECTOR 
Cable Weight, Ib/ft (kg/m) 0.078 (0.012) 
Attenuation & Average Power ; - 
F2PDRC ——_ RIGHT ANGLE 7/16 DIN MALE FOR 3/8” 
Frequency Attenuation Attenuation Average 
_ Maz dB/100 ft. ss dB/100 m_—— Power, kW 
30 0.649 2x3 3.97 
50 0.842 2.76 3.06 
150 1.48 4.86 1.74 
200 Wes 5.65 1.49 
894 3.82 12.5 0.673 293158-2 Couns Kit ENE lug 
1500 5.08 16.7 0.507 for 1/4 83/6 
2300 6.47 2h 0.398 
| 
EASIAX Prep Tool 
Current pricing and availability Merete for 3/8” and 1/2” 


is on our website www.rfparts.com, 
by contacting steve@rfparts.com, 
or 800-737-2787. 


Price and availability subje S 
a HELIAX COAXIAL CABLE |- 
sJ4 1/2" Andrews Heliax Coaxial Cable 50Q ; 
. = > 
Cable Information Connectors & Accessories for FSJ4 Ss 
FSJ4-S0OB ae TYPE-N MALE CONNECTOR, ) 
1/2” Super Flexible Cable, HEX HEAD L. 
Standard Jacket TYPE-N MALE CONNECTOR, a. 
EANEY KNURLED HEAD hh 
FAPNMV2-HC TYPE-N MALE CONNECTOR, HEX HEAD 
FSJ4RN-50B NM12S TYPE-N MALE 
Fire Retardant Cable, 
1/2” Fire Retardant Jacket 
(CATVR) 
TYPE-N MALE 
oe RIGHT ANGLE CONNECTOR 
FAPNF-C TYPE-N FEMALE CONNECTOR 
Characteristics nr 2 
NF12S TYPE-N FEMALE 
Electrical 
Impedance, ohms SU 
FAPDMV2C = ~—«7/16 DIN MALE CONNECTOR 
Maximum Frequency, GHz 10.2 
Velocity, percent 81 . 
746M-12S 7/16 DIN MALE (SHORT VERSION) 
Peak Power Rating, kW 15.6 
Mechanical 
Outer Conductor Copper FAPDR-C RIGHT ANGLE 7/16 DIN MALE FOR 1/2” 
Inner Conductor Copper-Clad Al 
Diameter over Jacket, in (mm) 0.52 (13.2) 16716-50-9-5 7/46 DIN RIGHT ANGLE MALE 
Diameter over Copper Outer Conductor, in (mm) 0.48 (12.8) 
Diameter Inner Conductor, in (mm) 0.142 (3.6) ae gOS PIN EE MLE CONNECTOR 
Minimum Bending Radius, in (mm) 1.25 (32) 
Cable Weight, Ib/ft (kg/m) 0.14 (0.21) 
716F-12S 7/16 DIN FEMALE 
Attenuation & Average Power 
Frequency Attenuation Attenuation Average reaate ae 
_MHz -dB/100 ft. dB/100m Power, KW ye 
30 0.557 1.83 55 
50 0.724 2.38 4.42 
150 1.28 4.21 2.49 
200 1.50 4.91 2.14 
894 3.38 lat 0.947 
“1412 S | for 1/4” and 1/2” 
1500 454 14.9 0.705 MCPT-14 EASIAX Prep Tool for 1/4” and 1/ 
2300 5.83 19.1 0.549 


Current pricing and availability 
is on our website www.rfparts.com, 
by contacting steve@rfparts.com, 
or 800-737-2787. 


Automated Cable Prep Tool for FSJ4-50B 


CPT-12S For 12S Style Connectors. 


Minimum order: $25 | BLE 91 


HELIAX COAXIAL CABLE 


LDF1 1/4" Andrews Heliax Coaxial Cable 
Cable information 


“™© — Standard Jacket 


LDF1-50 


1/4” Standard Cable, 


Characteristics 


Electrical 


Impedance, ohms 


Maximum Frequency, GHz 


Velocity, percent 


Peak Power Rating, kW 


Mechanical 


Outer Conductor — 


Inner Conductor 


Diameter over Jacket, in (mm) 


Diameter over Copper Outer Conductor, in (mm) 


Diameter Inner Conductor, in (mm) 


Minimum Bending Radius, in (mm) 
Cable Weight, Ib/ft (kg/m) 


Attenuation & Average Power 


Frequency 


30 
50 


Attenuation Attenuation 
_GB/100 ft. —— dB/100 m_— 
0.667 2.19 
0.865 2.84 
1.52 4.99 
Linz 5.80 
3.91 12.8 
5.19 1220 
6.60 21.6 


50 2a 
15.8 
86 
12.1 


Copper 
Copper-Clad Al 
0.345 (8.8) 
0.31 (7.7) 
0.102 (2.6) 

3 (76) 

0.06 (0.09) 


Average 


_ Power, kW 


3.32 
2.56 
1.45 
5 rea) 
0.566 
0.426 
0.336 


500 


wwu.rfparts.com 


Connectors & Accessories for LDF1 


Z Photo Part Number g Description 


LAPNF N-FEMALE FOR 1/4” FOAM HELIAX 

LAPNM-H N-MALE FOR 1/4” FOAM HELIAX 
Grounding Kit w/2-hole lug 

223158-2 for 1/4” & 3/8" 

MCPT-1412 EASIAX Prep Tool for 1/4” and 1/2” 


EASIAX Automated Cable Prep Tool 


Current pricing and availability 
is on our website www.rfparts.com, 

by contacting steve@rfparts.com, 
or 800-737-2787. Na 


Price and avail 


‘LDF2 3/8" Andrews Heliax Coaxial Cable 50Q 


Cable Information 


Ny LDF2-50A 
ae Ca 3/8” Standard Cable, 
_ Standard Jacket 


LDF2RN-50A 


Fire Retardant Cable, 
i te 3/8” Fire Retardant Jacket 
Mc (CATVR) 


Characteristics 


Electrical 

Impedance, ohms 
Maximum Frequency, GHz 
Velocity, percent 

Peak Power Rating, kW 


Mechanical 

Outer Conductor 

Inner Conductor 

Diameter over Jacket, in (mm) 

Diameter over Copper Outer Conductor, in (mm) 
Diameter Inner Conductor, in (mm) 

Minimum Bending Radius, in (mm) 

Cable Weight, Ib/ft (kg/m) 


Attenuation & Average Power 


Frequency Attenuation Attenuation 


eee dB/100ft. - dB/100m 

30 O55, ieee} 

50 0.724 2.38 

150 1.28 4.21 

200 EDO 4.91 

894 3.38 lula 
1500 4.54 14.9 
2300 5IS3 19.1 


50 +1 
13.5 
88 
15.6 


Copper 
Copper-Clad Al 
0.44 (11) 

0.38 (9.7) 
0.122 (3.1) 
3.75 (95) 

0.08 (0.12) 


Average 


Current pricing and availability 
is on our website www.rfparts.com, 
by contacting steve@rfparts.com, 


or 800-737-2787. 


HELIAX COAXIAL CABLE 


Connectors & Accessories for LDF2 


__PartNumber = =——_—=—=—C#Obsectipption 


L2PNM-HC TYPE-N MALE CONNECTOR 


TYPE-N MALE CONNECTOR, USED 


ae _ Removed from equipment & cleaned 
TYPE-N MALE CONNECTOR, USED 

See Cut from assembly, has pigtail 

L2PNF TYPE-N FEMALE CONNECTOR 

L2PDM-C 7/16 DIN MALE CONNECTOR 

L2PDF-C 7/16 DIN FEMALE CONNECTOR 

L2TSM SMA MALE 

L42P UHF MALE FOR 3/8” 

L42U UHF FEMALE FOR 3/8” 

LAQEWT s TNC MALE CONNECTOR 

L42ENT TNC FEMALE CONNECTOR 
Grounding Kit w/2-hole lug 

223158-2 for 1/4” & 3/8” 

CPTEQLON EASIAX Automated Prep Tool, 


LDF2, N Type 


 www.rfparts.com 


HELIAX COAXIAL CABLE 
LDF4 1/2" Andrews Heliax Coaxial Cable 500. & 750 


Cable information Connectors & Accessories for LDF4 
LDF4-50A LATNM-PS —_ POSITIVE STOP. N-MALE FOR 1/2” 
_ _—«- 1/2” Standard Cable, LAINEPS —_—-POSITIVE STOP N-FEMALE FOR 1/2” 
= Standard Jacket, 50Q ——T ee RGHTANGIENMAE 
gece HEX NUT W/ CAPT PIN 
LDF4-75 L4TDM-PS 7/16 DIN MALE FOR 1/2” 
1/2” Standard Cable, 
Standard Jacket, 75Q 


T16M-12R- 7/16 DIN MALE 


LDF4RN-50A 
Fire Retardant Cable, 
1/2” Fire Retardant Jacket, 50Q 


7/16 DIN FEMALE FOR 1/2” 


L4TDEPS 


(CATVX or CATVR) 
L44P = UHF MALE FOR 1/2” 
HL4RRP a 
1/2” Plenum Cable UHF FEMALE FOR 1/2” 
Plenum Rated, 50Q 
Air Dielectric Cable 
L4PNM* TYPE-N MALE FOR 1/2” 
Characteristics LAPNM-RC* —_—~sTYPE-N MALE FOR 1/2” 
Soe TYPE-N MALE FOR LDF4-50 - USED 
3 Z Removed from equipment and cleaned 
Electrical = 
one TYPE-N MALE FOR LDF4-50 - USED 
Impedance, ohms 50 +1 : Connector with cable pigtail attached 
Maximum Frequency, GHz 8.8 
Velocity, percent 88 NM12R TYPEN MALE 
Peak Power Rating, kW 40 
Mechanical 


Outer Conductor Copper NF12R TYPE-N FEMALE 


Inner Conductor Copper-Clad Al 


Diameter over Jacket, in (mm) 0.63 (16) 
Diameter over Copper Outer Conductor, in(mm) 0.55 (14) 432114 Hanger Kit for 1/2” Coax, 10/pkg. 
Diameter Inner Conductor, in (mm) 0.189 (4.6) 
Minimum Bending Radius, in (mm) 5 (125) 
Cable Weight, Ib/ft (kg/m) 0.15 (0.22) SGL4-06B2 Pe eo Kit w/2-hole lug 
Attenuation & Average Power 2 eo 
: ; 43094 © Hoisting Grip for 1/2” Coax 
Frequency Attenuation Attenuation Average = 
_MHz___B/100 ft. dB/100m__—~ Power, KW 
30 0.357 dehy, 6.46 2 
50 0.463 1.52 4.98 CPT-L4ARC1 EASIAX PLUS Automated Cable Prep Tool 
150 0.815 2.67 2.83 : 
200 0.946 3.10 2.44 
894 2.09 6.05 1.10 = 
1500 277 9.09 0.833 MCPT-L4° = Manual Prep Tool 
2300 3.52 16 WA 0.657 


Automated Cable Prep Tool for LDF4-50 


peer For 12R Style Connectors 


Current pricing and availability 
is on our website www.rfparts.com, 


by contacting steve@rfparts.com, 


or 800-737-2787. * Limited Supply 


mer Service, Tech Support 760-744-0500 


, aay 


——s 


—— eT? 


LDF4.5-50A 


Standard Jacket 


Characteristics 


Electrical 

Impedance, ohms 
Maximum Frequency, GHz 
Velocity, percent 89 

Peak Power Rating, kW 


Mechanical 

Outer Conductor 

Inner Conductor 

Diameter over Jacket, in (mm) 

Diameter over Copper Outer Conductor, in (mm) 
Diameter Inner Conductor, in (mm) 

Minimum Bending Radius, in (mm) 

Cable Weight, Ib/ft (kg/m) 


Attenuation & Average Power 


Frequency Attenuation Attenuation 


ores MHz B/100 ft. dB/100 mm 
30 0.2547 0.834 
50 0.330 1.08 
150 0.586 1.92 
200 0.682 2.24 
894 1.54 5.05 
1500 2.07 6.78 


2300 2.65 8.70 


“Coaxial Cable 500 


5/8” Standard Cable, 


50 +1 
6.1 


62 


Copper 
Copper-Clad Al 
0.864 (21.97) 
0.777 (19.74) 
0.277 (7.04) 

8 (200) 

0.27 (0.402) 


Average 


HELIAX COAXIAL CABLE 


Connectors & Accessories for LDF4.5 


hoto _ PartNumber = =———S—C—CsCOescription 


L4.5PNM-RC N-MALE FOR 5/8” FOAM HELIAX 


L4.5PNF-RC N-FEMALE FOR 5/8” FOAM HELIAX 


L4.5PDM-RC 7/16 DIN MALE FOR 5/8” HELIAX 
L4.5PDF-RC 7/16 DIN FEMALE FOR 5/8” HELIAX 
42396A-9 Hanger Kit for 5/8” Coax, 10/pkg. 


Grounding Kit w/2-hole lug 


SGL6-06B2 for 5/8 


CPT-L45RC : EASIAX PLUS Automated Cable Prep Tool 


Current pricing and availability 
is on our website www.rfparts.com, 
by contacting steve@rfparts.com, 
or 800-737-2787. 


RF Parts-Company « 2008 


HELIAX COAXIAL CABLE 


LDF5 7/8" Andrews Heliax Coaxial Cable 500 
Cable Information Connectors & Accessories for LDF5 


Photo _ Part Number Description 


LDF5-50A L5TNM-PS = —_—— Positive Stop N-Male for LDF5 
7/8” Standard Cable, 
~™ Standard Jacket 
NM-78R TYPE-N MALE CONNECTOR 
LDF5RN-50A L5TNF-PS TYPE-N FEMALE CONNECTOR 
Fire Retardant Cable, 
7/8” Fire Retardant Jacket 
(CATVX or CATVR) NF-78R TYPE-N FEMALE CONNECTOR 
L5TDM-PS 7/16 DIN MALE CONNECTOR 
TAGM-78R 7/16 DIN MALE CONNECTOR 
Characteristics — L5TOF-PS 7/16 DIN FEMALE CONNECTOR 
Electrical 
716F-78R 7/46 DIN FEMALE CONNECTOR 
Impedance, ohms 50ze 2 
| Maximum Frequency, GHz 5.0 
Velocity, percent 89 
Peak Power Rating, kW 91 L45R 7/8” EIA Flange Gas Pass for 7/8” 
Mechanical iC MaignUSED 
L45M : 
Outer Conductor Copper Pulled from equipment & cleaned 
Inner Conductor Copper Qs. oe 
Diameter over Jacket, in (mm) 1.09 (28) ' =, ee Hanger Bot 78 eae 
Diameter over Copper Outer Conductor, in(mm) 0.98 (24.9) 
Diameter Inner Conductor, in (mm) 0.355 (9.0) 
Minimum Bending Radius, in (mm) 10 (250) SGL6-06B2 mee so a 
Cable Weight, Ib/ft (kg/m) 0.33 (0.49) . 
192568 Hoisting Grip for 7/8” 
Attenuation & Average Power 
Frequency Attenuation Attenuation Average CPT78U ___ EASIAX PLUS Automated Cable Prep Tool — 
etl MHz so dB/100 ft. = dB/100m_—— Power, kW 
30 0.195 0.641 14.1 
50 0.254 0.833 10.8 
150 0.449 1.47 6.12 CPT-78R Automated Cable Prep Tool for FSJ4-50B 
200 0.523 1.72 5.26 £ For 78R Style Connectors 
894 1.18 3.87 2.34 
1500 1.58 5.18 1.74 
oe ae 6.63 0.918 Current pricing and availability 
is on our website www.rfparts.com, —__ 
by contacting steve@rfparts.com, ¥ es! : ql 


or 800-737-2787. 


ve a HELIAX COAXIAL CABLE 
FG 1-1/4" Andrews Heliax Coaxial Cable 500 
Cable Information Connectors & Accessories for LDF6 


LDF6-50 
1 1/4” Standard Cable, nee 
Standard Jacket “ye LEPNM-RPC —=OONE PIECE N-MALE FOR 1-1/4" 
LDF6RN-50 
Fire Retardant Cable, LOPNF-RPC TYPE-N FEMALE CONNECTOR 
1-1/4” Fire Retardant Jacket 
“ (CATVR) 
L6TDM-PS Positive Stop 7/16 DIN MALE 
Characteristics L6TDF-PS Positive Stop 7/16 DIN FEMALE 
F 7/8 EIA FLANGE GAS PASS i 
Electrical a FOR 1-4/4 a 
Impedance, ohms 50+ 1 | 
Maximum Frequency, GHz 3:3 
Velocity, percent 89 ‘ 
ne 1.5/8” EIA FLANGE GAS PASS 
Peak Power Rating, kW 205 FOR 1-1/4” 
Mechanical 
Outer Conductor Copper 42396A-1 Hanger Kit for 1-1/4” Coax, 10/pkg. 
Inner Conductor Copper 
Diameter over Jacket, in (mm) 1.55 (39.4) 
Diameter over Copper Outer Conductor, in (mm) 1.41 (35.8) Grounding Kit w/2-hole lug 
: : ae for 1-1/4” 
Diameter Inner Conductor, in (mm) 0.516 (13.1) 
Minimum Bending Radius, in (mm) 15 (380) 
Cable Weight, |b/ft (kg/m) 0.63 (0.94) 
L6SGRIP Pre-Laced Hoisting Grip for 1-1/4” 
Attenuation & Average Power 
CPTL6 EASIAX PLUS Automatic Cable Prep Tool 
Frequency Attenuation Attenuation Average 
ecm EIZ 52 IT OO Tt ae dB/100m____- Power, KW 
: 30 0.135 0.444 22.0 
| 50 0.176 0.579 16.9 
‘ 150 0.314 1.03 9.47 
4 200 0.367 1.20 8.12 
q 894 0.841 2.76 3.54 
4 1500 1.14 3.73 2.62 
: 2300 1.47 4.82 2.03 
3 Current pricing and availability 


is on our website www.rfparts.com, 
by contacting steve@rfparts.com, 
or 800-737-2787. 


HELIAX COAXIAL CABLE 
LDF7 1-5/8" Andrews Heliax Coaxial Cable 
Cable Information 


LDF7-50A 
1-5/8” Standard Cable, 
Standard Jacket 


a www.rfparts.com 


300 
Connectors & Accessories for LDF7 


Photo Part Number : Description 


LDF7RN-50AQ 


(CATVR) 


Fire Retardant Cable, 
1-5/8” Fire Retardant Jacket 


Characteristics 


Electrical 

Impedance, ohms 
Maximum Frequency, GHz 
Velocity, percent 

Peak Power Rating, kW 


Mechanical 
Outer Conductor 
Inner Conductor 
Diameter over Jacket, in (mm) 
| Diameter over Copper Outer Conductor, in (mm) 
Diameter Inner Conductor, in (mm) 
Minimum Bending Radius, in (mm) 
Cable Weight, |b/ft (kg/m) 


Attenuation & Average Power 


894 0.694 2.28 
1500 0.947 3.11 
2300 1.23 4.05 


or 800-737-2787. 


Frequency Attenuation Attenuation 
__MHz_ BAIOO ft. dB/100m 
30 0.109 .0356 
50 0.142 0.465 
150 0.254 0.834 
200 0.297 0.976 


50 + 1 
ao 
8988 
315 


Copper 
Copper Tube 
1.98 (50) 
1.825 (46.3) 
0.681 (17.3) 
20 (510) 
0.82 (1.2) 


Average 


_Power, kW 


30.9 
23.6 
13.2 
11.3 
4.83 
3.54 
2.72 


Current pricing and availability 
is on our website www.rfparts.com, 
by contacting steve@rfparts.com, 


CA35RS 


IS-B5OLN-C2__ 


L7PNM-RPC : ~ OnePiece N-MALE FOR 1-5/8” 
L7TNE-PS Positive Stop N-FEMALE FOR LDF7 
L7PDM-RPC OnePiece 7/16 DIN MALE FOR 1-5/8” 
716M4158R 7/16 DIN MALE FOR 1-5/8” 
L7PDF-RPC OnePiece 7/16 DIN FEMALE FOR 1-5/8” 
716F-158R . 7/16 DIN FEMALE FOR 1-5/8” 
LATS” 7/8” EIA FLANGE FOR 1-5/8” 
L47R 1-5/8” EIA FLANGE FOR 1-5/8” 
42396A-2 _ Hanger Kit for 1-5/8” Coax, 10/pkg. 
SGL7-06B2_ 1-5/8 SUREGROUND Grounding Kit, 
: 1 Hole 24 
243124 Hoisting Grip for 15/8” 
4/4" x 2-4/2" x 19-1/2” 
oe _ 58-Hole BUSS BAR w/ Ins. & Hardware 
1/4" 2"x 10" 
eS 2x10-Hole BUSS BAR w/Ins. & Hardware 
Se HU ely scale. . 
rie BU : _ 1x10-Hole BUSS BAR w/Ins. & Hardware 
IS-B5OLN-C 1 — : 50-700 MHz Blkhd Mt Lo Power Coax Protector 
= — with N-Female Connector 
— 125-1000 MHz Bikhd Mt Lo Power Coax Protec- 


__ tor with N-Famales 


__ Lightning Arrestor, N-Females, 


Waterproof, DC 2,500 MHz. 


: Lightning Surge Protector, SO-239, 
DC 1,000 MHz. 


Price and availability subject to chan 


‘Heliax Cable Accessories 


43211A Hanger Kit for 1/2” Coax, 10/pkg. 
42396A-9 Hanger Kit for 5/8” Coax, 10/pkg. 
42396A-5 Hanger Kit for 7/8” Coax, 10/pkg. 
42396A-1 Hanger Kit for 1-1/4” Coax, 10/pkg. 
A2396A-2 Hanger Kit for 1-5/8” Coax, 10/pkg. 


Adapters 


. RLAQ50-NF N Female to 7/8” EIA Flange 


RLA150-NF N Female to 1-5/8” EIA Flange 
CA-PNMDM N Male to 7/16 DIN Male 
2361A 1-5/8” EIA Flange to LC Female 


Grounding Kit w/ 2-hole lug 
for 1/4” & 3/8” 


Grounding Kit w/ 2-hole lug 


223158-2 


241088-1 for 1/2" 
SGL4-06B2 en w/ attach 2-hole lug 
for 1/2 
S Grounding Kit w/ 2-hole lug 
SGL6-06B2 for 1-1/4" 
SGL7-06B2 Sureground Grounding Kit, 1 hole, 24 


for 1-5/8” 


Gable Prep Tools 


Pan senior 
___ MCPT-1412 EASIAX Prep Tool for 1/4” & 1/2” 
wcerse12 EASIAX Prep Tool for 3/8” & 1/2” 
cer 78 Manual Prep Tool for 7/8” 
a oe Manual Prep Tool for 1/2" 


‘Hoisting Grips 


Part Num 
43094 Hoisting Grip for 1/2” Cable _ 
19256B Hoisting Grip for 7/8” 
Bn nt LOSGRIP Pre-Laced Hoisting Grip for 1-1/4” 
243124 Hoisting Grip for 1-5/8” 


_ Minimum order: $25 


HELIAX COAXIAL CABLE 


Grounding Buss Bars 


1/4” x 2-1/2” x 19-1/2” 


Pa 58-Hole Buss Bar w/ Ins. & Hardware 


1/4" x 2” x 10” 


UGBKI-O210 2x10-Hole Buss Bar w/ Ins. & Hardware 


NAR K2ax 12” 
ee 14x10-Hole Buss Bar w/ Ins. & Hardware 

This Ground Buss Bar provides the 

ultimate in versatility by accomodating 13 con- 
nections on the 4” x 12” x 1/4” plate. Complete 
with insulated mounting hardware, and in- 
cludes heavy 25 foot copper strap (2” wide, 
1/16” thick). 


A87XJA2HL 


~ Hole size: 7/16”. Net Weight: 17.3 Ibs. 
Limited Supply. 


Lightning Protection 


50-700 MHz Bikhd Mt Lo Power Coax Protector 


eee Net with N-Female Connector 

IS-BSOLN-C2 125-1000 MHz Blkhd Mt Lo Power Coax Protec- 
tor with N-Famales 

CA23RW Lightning Arrestor, N-Females, Waterproof, DC 


2,500 MHz. 


Lightning Surge Protector, SO-239, DC 1,000 
MHz. 


CA35RS 


Special Heliax Cable Assembly 
20 ft. Andrews FSJ4-50B 1/2” foam Heliax, with right 
angle Type-N male (F4PNR) already installed. 


Factory packaged for UPS 
shipping. 


Part #: FSJ450B-20 
List Price: $140.00 
Special: $69.95 ea. 
6 Lot Price: $59.95 ea. 


Current pricing and availability 
is on our website www.rfparts.com, 
by contacting steve@rfparts.com, 
or 800-737-2787. 
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WATTMETERS 3 
BIRD 43 Thruline® BIND | BIRD Model 4304A 


Covers all power ranges required for 
measurement of all two-way 
communications systems. 


25-1000 MHz, with one broadband, 
locked-in-place element calibrated to 
the instrument. 5-500 watt, selectable 
scales: 5, 15, 50, 150, 500w (150w 
max, 800-1000 MHz). 


Similar to Model 43, with UHF 
connectors. Other connectors 
available using Bird Quick 
Change or Unidapt system. 


RF Parts Special: $616.00 


BIRD Model 4308 

Dedicated UHF/Cellular/Trunking 
Wattmeter 

440-960 MHz, two-way / trunking 
/cellular. 1.5-50 watts, selectable 
scales 1.5, 5, 15, 50 watts included. 


Connectors: TNC female. Other con- 
nectors available using Bird Quick 
Change or Unidapt system. 


RF Parts Special: $744.00 


: Measures both forward and reflected CW power in 50 coaxial 
transmission lines. Low VSWR and insertion loss, + 5% of full 


scale accuracy. Plug-in elements provide a wide choice of Wattmeters by Diamond Antenna 
DIAMOND SX20C & SX40C WATTMETERS 

The Diamond SX20C and SX40C are compact wattmeters 
featuring cross needle meter for measuring power and SWR 
simultaneously. 


frequency ranges from 2 to 1000MHz and power levels from 1W to 
10KW. Select one or more elements to suit your requirements. 


Comes with your choice of SO-239 or Type-N connectors. Other 
Quick Change connectors available (see page 109). 


Freq. Range: 
3.5-30 / 50-54 / 130-150 MHz 


6 7/8”"h x 5 1/8”’w x 3 5/8"d, 4.5 Ibs. Power Ranges: 30w & 300w 


Size: 35/16’W x3 5/16"Hx3 3/4"D 


Pate atid ops Description === = ~—~—~—_—~PriceEa. | Model: SX20C »® Price: $89.95 ea. 
BIRD MODEL 43-UHF with SO-239 UHF Female Conn $331.00 

BIRD MODEL 43-N with Type N Female Conn. 331.00 

BIRD MODEL 43P-N CW/PEAK WATTMETER. N Conn. 546.00 Freq. Range: 144 - 470 MHz 

BIRD MODEL 43P-UHF CW/PEAK with SO-239 UHF 546.00 


Power Ranges: 30w & 300w 


Ask about our reconditioned Bird Wattmeters. Size: 3 5/16" W x 3 5/16" H x3 3/4" D 


Model: SX40C ® Price: $79.95 ea. 


Price and availabi WATTMETERS 
Power/SWR Meters ae 

DIAMOND ANTENNAPOWER/SWR METERS SX-Series ¢ Installs between transmitter and antenna for measure- 
ment of forward and reflected average (CW) and SSB (P.E.P.) RF 
power, and SWR. Accuracy is approximately that of the Bird 43; 
carrier measurements +5% (typical) of full scale depending on 
frequency and power. Illuminated meter, sensor switch and LED 
indicator. Power ratings listed below are for intermittant operation. For 
continuous mode (CW, FM, etc.) maximum ratings vary with fre- 
quency and are listed in the instructions. (SX100 requires 20W 
minimum power for VSWR measurement.) All models have SO-239 
connectors except SX-1000 with Type-N. SX-600 & SX-1000 have 
dual directional couplers. Requires 12V DC if you wish to light meter. 
6’w x 21/2”h x 4’d, 2 Ibs. 


RF Parts Company »* 2008 


Model Power Range Display Price 
SX100 3KW 1.6-60MHz 30W/300W/3KW $144.95 
SX200 200W 1.8-200MHz 5W/20W/200W 104.95 
SX400 200W 140-525MHz 5W/20W/200W 124.95 
SX600 200W 1.0-160Mz + 5W/20W/200W 179.95 
140-525MHz 
SX1000 200W 1.8-160MHz + 5W/20W/200W 234.95 
430-1300MHz 
rhanad 
Electronic Corporation 
Specifications: 
Model: 4391A 
Power Range: 100mW to 10 kW using Bird Plug-in Elements 
Frequency Range: 450 kHz to 2.7 GHz 
Insertion VSWR: with N Connectors 1.05 max to 1000 MHz 
Accuracy: Power Readings: +5% of full scale CW +8% PEP; Dec atet 
VSWR: +10% of reading % | 
Modulation: (CW power 1/3 or more of full scale) +5% (0-90%) 
+10% (90-100%) 
Usable Over-range: to 120% of scale (CW, PEP, SWR and Return Loss) 
Sampling Rate: 2 to 3 readings per second 
Display: 3 1/2 digit, 0.3” LED strobed 
Modulation Frequency: 25 to 10,000 Hz (Audio) 
Pulse Parameters: (min.) Pulse width 0.8 ms (100-2700 MHz), 1.5 ms (26-99 MHz) and 15 
ms (2-25 MHz); Repetition Rate 25 PPS, and Duty Factor 1 x 10-4 min. 
Return Loss: +0.3 dB to corresponding SWR value 
Battery Life: + 8 hours (rechargeable) 
AC Power: 100-130/200-260 V, 50/60 Hz, 6 W 
RF Directional Wattmoter Connectors: QC Type (Female N normally supplied) 
The ruggedly built, multifunction Model 4391 RF Power Analyst | Nominal size: (includes connectors) 9 9/16" Lx 5 7/32" Wx 45/16" H 
features a digital display, microprocessor-based operation, and se SoM 
eight: S. 


simplified, push-button control. This wattmeter is well suited to C3, 
telemetry, two-way communications, avionics and radar, as well as 


standard radio and television applications. RF Parts Special: $1676.00 


* — Frequency: 0.45 to 2700 MHz. Ask about reconditioned 4390 & 4391 meters. 


© — Power: 100 mW to 10 kW with 20% over-range. 


*® Reads forward and reflected CW or FM power in watts or dBm, Peak Envelope Power or 
SSB/DSB and symmetrical AM in watts, and peak power for pulses as narrow as 0.8 ms. 


* Calculates SWR, return loss in dB and % modulation. 


* Stores peak and null readings to facilitate 
adjustment of maximum and minimum signal levels. 


e Parts can special order cat Bird products 


not listed in our Catalog. 


i 
‘a, 


_ * — Shock-resistant keyboard and range switches. RFI protection. 


f Dummy Load & High Power Broadcast Models available. 
_ ® Built-in international power supply/charger. Delivery is often only a few days. 


x 
= Minimum order: 


WATTMETERS : 
81000-A a 83000- A Series Wattmeters © Syramics 


Coaxial Dynamics 

Model 81000-A watimeter can 
measure RF Power in 50 Ohm 
coaxial cable and transmission 
lines, and accept plug-in elements 
in the range of 100 mW to 10 kW 
full scale, and from 0.45 to 2300 
MHz. 


The 81000-A is easy to use. Simply 
connect the Wattmeter between 

the transmitter and antenna or dummy 
load, plug in the appropriate meas- 
uring element and select forward or 
reflected direction. The RF power is 
directly displayed on the 4- Te triple 
scale meter. 

| “Shock mounted “taut band” Meter 

Versatile and strong, the Model 
81000-A can be used with accessory 
srg abe eee cine cables up to 200 feet from the meter 
Internal Line Section and is protected by a rugged, virtually 
indestructible shockproof housing. 
For added convenience, two 
sockets for storage of additional 
elements are located on the back of 
the unit. 


* -41/2” mirrored Scale 


Gold Plated Plug-In Elements 


Two Year Limited Warranty. ; 


The use of a rugged shock mounted meter with a mirror-backed 
scale, along with superior taut band technology, provides reliable 
and accurate readings, and also that satisfies both the US Navy 
and Canadian standards for bounce and vibration. This is your 
assurance of complete accuracy. 


"| The 83000-A is the same as the 81000-A with Peak Kit installed. 


. . Specifications 
>) Model: 81000-A 


: i impedance: 50 ohms 
~~ Power Range: 100mW to 10kW 


& RF Connectors: Type-N female standard* 
” Frequency Range: 0.45 MHz to 2300 MHz 


* Nominal Size: 4”°D x5’ W x 7.3’H 
M : VSWR: with N Connectors 1.05:1 max. 
| Weight: 3.6 Ibs. 
") Accuracy: +5% of full scale 
Case Finish: Blue Polyurethane Enamel 


*other Quick Match Connectors available 


Parts # goers xe. Description: Price Each 
CD81000AN with Type N Connectors $289.00 
CD81000AUHF with SO-239 UHF Connectors 289.00 
CD83000AN with P.E.P. Kit and Type N Connectors 413.00 
CD83000AUHF with P.E.P. Kit and UHF Connectors 413.00 
CD83050 P.E.P. Kit for 81000-A 130.00 
CD88950A Replacement Meter Movement for 81000-A 135.00 
CD88800 Carrying Case for 81000-A 75.00 


83060 Peak Reading Wattmeter 


Similar in appearance and operation 
to our standard Model 81010 
Wattmeter, the Model 83060 converts 
from Average Reading to Peak 
Reading with the flip of a switch, by 
inserting a peak reading amplifier 
between the element and the meter. 
The Model 83060 is designed to 
measure RF power in amplitude 
modulated systems such as 
television, telemetry, radar and peak 
envelope power (PEP) such as SSB 
and AM signals. 


The use of a rugged shock mounted 
meter with a mirror-backed scale, 
along with superior taut band tech- 

ei Main tamovable tuéadbard Element nology, provides reliable and accurate 
aoe errer ates § readings, and also that satisfies both 
the US Navy and Canadian standards 
for bounce and vibration. This is your 
assurance of complete accuracy. 


¢ 41/2” mirrored Scale 


* Quick Match Connectors 


* Internal Line Section 


* Supplied with Type-N female Your confidence in the quality and 
coneec ie dependability of the Model 83060 
* Gold Plated Plug-In Elements Wattmeter is assured with the 
* Two Year Limited Warranty Coaxial Dynamics Two Year Limited 
Warranty. 
Specifications 
Model: 83060 


Power Ranges: 15, 50, 150, 500 and 1500 watts full scale 
(500 watts maximum from 800 to 1000 MHz) 


Frequency Range: 25 MHz to 1000 MHz 


VSWR: 1.08 max. from 25 to 512 MHz 
(with UHF female connectors) 
1.12 max. from 512 to 1000 MHz 
(with UHF female connectors) 


Accuracy: (Average Mode) 
25 to 100 MHz, +7% of full scale using corrections chart 
100 to 512 MHz, +6% of full scale, no correction required 
512 to 1000 MHz, +7% of full scale, no correction required 
(Peak Mode) 
25 to 100 MHz, +9% of full scale using corrections chart 
100 to 512 MHz, +8% of full scale, no correction required 
512 to 1000 MHz, +9% of full scale, no correction required 


Insertion Loss: 0.10 dB max. from 25 to 512 MHz 
(with UHF female connectors) 
0.15 dB max. from 512 to 1000 MHz 
(with UHF female connectors) 


Element: Non-removable Broadband 
(25 to 1000 MHz, 1500 watts max.) 


CD83060 ° Price Ea. $723.00 
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Price and availabil 


‘BIRD ‘4041 Field Strength Meter 


Battery Type: 


Ambient Temperature Range: 


Nominal Size (w/out antenna): 


nino 

Electronic Corporation 
The Model 4041 Meter is a self- 
contained, compact instrument 
that performs exactly the same 
functions as the 4030 element in a 


Bird 43 meter. 


Specifications: 
Model: 4041 


Frequency Range: 1 to 10 


Dynamic Range: 30dB min. 


Typical Sensitivity: Full-scale deflection 


at 8 ft. (2 1/2 m) 
from a 1 W source 
broadcasting at 150 
MHz through a quar- 


ter wave antenna. 
Battery Life: 200 hours min. 


One 9V Alkaline “transistor” 
battery (NEDA #1604A) 


0°C to +50°C 
4 3/8” L x 2 1/2” W x 2 1/4”D 


Weight (includes batteries): 10 oz. 


Part #: 4041 « Price: $336.00 ea. 


RF Power Meter 


Features Microcontroller 


and LCD Display 


The new model 81030 portable RF Power Meter | 
features a large LCD Display for faster and bette 
readability at a distance or any viewing angle 
compared to analog (needle) indicators. 
Forward or reflected RF Power from 100 mW to 
10 kW (+20 dBm to +70 dBm) and 2 to 2300 
MHz are possible with precision, plug-in 
elements that are standard in the marketplace. 
RF Power is displayed in either Watts or dBm 
and accuracy is +/- 5% of full scale. Internal 
rechargeable batteries are included along with a 


customer-specified 110 or 220 VAC 


adapter/charger at no additional cost. N type 
female connectors are standard with up to 20 
interchangeable QM connectors available such 


as 7/16, SMA, BNC and TNC. 


81030 Directional Watimeter 


Coaxial 
© Dynamics 


Specifications ‘i ‘ 
Power Range 100mW to 10kW qiivence’ 3/5; CCU DSBIay 
Frequency Range 2 to 2300 MHz ° Watt or dBm Readout 
VSWR 1.05:1 Max 
(with type N connector) ¢ Internal 7/8" Line Section 
+/-59 
ane a ps pa scule * Quick Match (QM) Connectors 
RF Connectors N Standard 


(other QM Types available ) 


¢ Uses Standard 7/8" Elements 


* Two Year Limited Warranty 


Nominal Size 7.25"Hx5"Wx4"D 
Weight 4.3 lbs (2kg) 
Case Finish Textured Nitro Blue Paint 


Part #: 81030-110 (110VAC) * Price: $439.00 ea. 


Part #: 81030- 220 (220VAC) ® Price: $439. 00 ea. 


Minimum order: S25 


¢ Superior Sensitivity 


* Broadband Operation ' «Detachable vata. 


¢: Adjustable Gain Control 


Coaxial Dynamics Model 7601 Relative Field Strength 
Meter is used for measuring the relative strengths of radiating fields 
of patterns from a transmitting antenna system, making relative RF 
power measurements, or peaking and adjusting fixed or portable 


transceivers and antennas. 


The Model 7601 is usable over a 


frequency range of 1 to 3000 MHz with superior performance 
characteristics and with greater sensitivity. A one watt CW source 
from a unity gain antenna at 150 MHz will typically cause full scale 
deflection at a distance of 10 feet with the gain control set at 
maximum. The large easy to read meter is plainly visible from 


many feet away. 


The detachable antenna feature allows the user to select from two 
available antennas. The instrument is normally supplied with a 
Rubber Duck style antenna. An optional telescoping antenna (see 
options below) with a range of 4 to 19 inches is also available for 


even greater sensitivity. 


Your confidence in the quality and dependability of the Model 7601 
Relative Field Strength Meter is assured with the Coaxial Dynamics 


Two Year Limited Warranty. 


Note: Model 7601 can also be connected directly to an existing base or mobile antenna. 


Specifications 
Model: 7601 
Frequency Range: 1 to 3000 MHz 


Typical Sensitivity: 


Battery: One 

Dimensions: 3.13” x 5" x 2.13” 

Weight: 8 oz. (without Antenna attached) 
Case Finish: Textured Blue and Tan Polyurethane Enamel 


Part #: CD7601 Price: $209.00 


WATTMETERS & POWER METERS 
7610 Field Strength Meter 


« ‘Internal Battery Test Circuit ; 


‘ “Two Year Limited Warranty 


4 Watt CW source from a unity gain antenna at 150 MHz will cause full 
scale deflection at 10-ft with the gain control set at maximum. 


Coaxial 
© Dynamics 
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WATTMETER ELEMENTS 


Electronic Corporation 


0.45-2.5 2-30 
MHz 


Not Available 


Not Available 


Not Available 


Bird 1000P 172.00 © 


Bird 2500P 172.00 


Bird 5000P 172.00 


Bird 100A 


cD82016 


Bird 250A 


“CD 82017 


CD 82020 


Bird 10B 


CD 82021 


Bird 25B 


www.rfparts.com 


7/8” Standard Elements for BIRD 43 and BaayTal — 31000 Suna Meters 


Coaxial 
© Dynamics 


Coaxial Dynamics and Bird Electronics 7/8” 
Elements are designed to meet the same 
specifications, and are 100% interchangeable. 


Dust / Safety Plug 
Part #: 3610-031 ° Price Each: $ 8.95 


RF Parts Company is an Authorized 
Coaxial Dynamics Distributor. Contact 
RF Parts for all your Coaxial Dynamics needs. 


100-250 200-500 400-1000 
MHz MHz 


ep 82028 
“Bird 40€ 


—€D 82029 


Customer Service, Tech Support 760-744-0500 


Price and availability subject to change 


WATTMETER ELEMENTS 
7/8" Pulse Power Elements for BIRD 43 ‘and Coaxial nviiailes 81000 Series Meters 


0.45-2.5 2-30 25-60 50-125 100-250 200-500 400-1000 


Watts 


MHz MHz MHz MHz MHz MHz MHz 
Bird2500P —-172.00 Bird 2500A 247.00 Bird 2500B 247.00 Bird 2500C 247.00 sl Bird2500E —=—-247.00 
2500 ae | | 

CD 82053 162.00 CD 82054 162.00 CD 82055 162.00 CD82056 162.00 CD 82057 162,00 

Bird 5000A —-247.00 ‘Bird 5000B 247.00 Bird 5000C 247.00 se Bird 5000E 247.00 

cD 82058 162.00 cD 82059 162.00 CD 82060 162.00 CD82061 162.00 CD82062 ~—==_162.00 

“Bird 10000H 247.00 _ Bird 10000B 247.00 a oS ee Bird10000E  —-247,00 

cD 82014 162.00 CD82063  —=«-. 162.00 cD 82064 462.00 CD82065 162,00 CD82066 —«162.00 cD 82067 —=—162.00 


_____ Only for 81000A Wattmeter 


CD 8208016 166.00 


High Frequency Elements for BIRD 43 and Coaxial Dynamics 81000 Series Meters 


Watts 


MHz MHz MHz MHz MHz MHz... .MHz . 
Bk) “BIRD BIRD BIRD _ 
163.00 iy 168.00 a4 163.00 43199 18200 gaqng 16300 gai 49q 189-00 
___ .. BIRD BIRD “BIRD “BIRD 
163.00 O64 163.00 2512 163.005, 16800 cesaiy 16300 gos ay, 163.00, 34, 46800 0, 162.00 
‘BIRD “BIRD ‘BIRD 
464007054, 1620000, = d6n00 |), ~~ «teu.00 
‘BID BIRD BIRD BIRD BIRD 
163.00 ay «40.09 Noo apn 269-00 12544, 169.00 0, 468.00 2 188.00 
156.00 
BIRD BIRD “BIRD ‘BIRD 
3 163.00 azo19 163-00 455 168.00 43555 168.00 j35 4, 188.00 
cD. : ‘ 
82070 | | 
cgi 463.00 Ps aga.09 PRP 163.00 BIRD 163.00 BIRD 163.00 PRD 463.00 


50) 50M — "433-37 433-38 433-163 433-164 


cD 
82071 


156.00 


BIRD 
100) 


ae 
BIRD. i 
zoo) «183.00 
cD 


te LY 


Minimum order: $25 QUANTITY PRICING AVAILABLE. 
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950-1260 | 4100-1800 1700-1999 | 1999-2200 2200-2300 2300-2400 | 2400-2500 2500-2600 2600-2700 § 


oe 


POWER METERS 
BIRD Model 5000-EX 


Rind 
Electronic Corporati 
Digital RF Power Meter 

Bird’s most versatile RF Power 


Meter is also one of the industry’s 
fastest and easiest to operate. 


ion 


The "NEW" Industry Standard Hand-Held RF Power 
Meter, Easy To Operate & Field Ready. The Model 
5000 must be coupled with Model 5010B Thruline 
Power Sensor or a Model 5011 Terminating Power 
Sensor. Model 5000 handles Cellular, PCS, AMPS, 
CDMA, GSM, TDMA, ISM, UMTS, 3G Wireless, WLL, 
Paging, Conventional/Trunked Radio, Aviation, Mili- 
tary, and Analog or Digital and Television Broadcast. 


* Replaces Model 5000 

* Easy to Use Digital Display 

* Compatible with Digital and Analog Signals 

* Must be used with a Bird Power Sensor, 
Terminating Power Sensor or the "New" Bird 
Wideband Power Sensor : 


1. Unique digital/analog display shows complete mesurement data, signal trends, Speed Key func- 
tions and battery status. Back-lit, high-contrast LCD views easily in any light. 

2. Easy-to-use, calculator-like user interface controls all function with just a few keystrokes. Display 
prompts guide you through instrument settings. 

3. Speed Keys with display legends rapidly select instrument operation mode and display parameters. 

. Compact ergonomic case is comfortable to hold and operate. Internal rechargeable Nickel-Metal 

Hydride (NiMH) batteries provide 100 hours operation per charge. 
5. Serial connector to sensor facilitates hand-held operation and remote sensing. 
Serial connector for operation with a personal computer and Bird PC Tool software. 


> 


> 


5000-EX Digital Power Meter 
Back-lit liquid crystal technology, 2.25” x 3.0” (57 x 76 mm). Three-way 


@ Display: 
display consisting of major and minor digital display elements, analog bar 


graph element, annuciators, battery indicator and speed-key legends. All dis- 


play elements visible simultaneously. 

5 digits, 5/16” (7.94 m) high. Displays Forward Power, VSWR, dBm, Return 
Loss, and Match Efficiency. 

5 digits, 1/4” (6.35 mm) high. Displays Reflected Power, VSWR, dBm, 
Return Loss, and Match Efficiency. 


Major Digital Display: 


Minor Digital Display: 


Analog Bar Graph: 20 segment, horizontal orientation. Tracks major digital display. 
Measurement Mode: _ True Average Power, for measurement of conventional or digitally-modulated RF. 
Speed Keys: Scale, FWD Units, RFL Units. Set full scale power range and units for major 


and minor displays. 

Match Eff%, VSWR, Return Loss, dBm, mW, mW, W, KW located below major 
and minor displays. Display also indicates Overrange, and Low Battery. 

9-pin D-shell RS-232 serial connector. Sensor is powered from meter. 
Sensor is compatible with Bird VSWR Alarm products and Broadcast Power 
Monitor (BPM) product family. 


Display Annunciators: 


Sensor Interface: 


PC Interface: 9-pin RS-232 serial port for connection to a PC. 
Dimensions: 8.0"H x 4.63”W x 1.75”D (203 x 117.6 x 44.5 mm). 
Weight: 1.5 Ib, nominal (0.68 kg). 


Price: $940.00 


Model 5010 Sensor 
s Sensor Type: Bird Thruline® directional dual-element line section. 
jy Power / Frequency Range: 1 to 1000 W, 2.0 MHz to 3600 MHz. 

Accuracy: +5% of reading (0° to 50°C), +10% of reading (-10° to 0°C) 

Peak / Average Power Ratio: 10 dB maximum with APM elements. 

Settling Time: < 2 seconds. 

Connectors: QC Type. Female N normally supplied. 

Insertion VSWR: 1.05:1 from 0.45 to 1000 MHz (with N connectors). 
# Dimensions: 1.875"H x 1.875”W x 3.5"D (47.7 x 47.7 x 89.9 mm) 

excluding connectors. 
Weight: 1.12 Ib (0.51 kg) 


General Specifications 


Power Supply: Rechargeable Nickel-Metal Hydride (NIMH) battery. Meter may be 
operated from AC mains using supplied adapter. 

Battery Life: 100 hours, minimum, per charge. 

Operating Temperature: -10° to +50°C (Meter and Sensor). 

Storage Temperature: -40° to +80°C (Meter and Sensor). 

Humidity: 95% + 5% max. (non-condensing). 

Mechanical Shock: MIL-T-28800D Class 3. 

Vibration: MIL-T-28800D Class 3. 


Standard Accessories: Instruction manual, soft carrying case, AC charger/adapter, serial 


communications cable, automotive power adapter, PC software tool. 


See page 110 for pricing information & accessories. 
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Electronic Corporation 
The 4410A high-sensitivity 
wattmeter is a solid choice 
for field-service applications 
where the greater dynamic 
range of the plug-in elements 
substantially reduce the number 
of elements needed to cover 
multiple power and frequency 
ranges. It is also well-suited to 
laboratory work where power 
levels as low as 2 milliwatts must 
be measured with high accuracy. 


Each 4410A wattmeter plug-in 
element is capable of reading 
seven different power ranges 
cover 0.002* to 10,000 watts. 
The power ranges of the 
different elements overlap and 
include: 0.002—10 W, 0.02—100 W, 0.2—1000 W and 2-10,000 W. All 
ranges are in frequency bands from 200 KHz to 2300 MHz. Any one 
of the seven power ranges is selected by a rotary switch located on 
the front of the wattmeter. Forward and reflected power 
measurements are accomplished by rotating the element. 


Exceptional +5% of reading accuracy is achieved via a built-in 
temperature compensation circuit. This stated accuracy applies from 
100% of full scale down to 20% of full scale across all seven ranges. 


Specifications: 

Model: 4410A 

Power Range: 2 mW to 10 W, 20 mW to 100 W, 200 mW to 1 kW or 

2 W to 10 kW full scale in one single Plug-in Element. 
Any Bird Series 4410-Element may be used. (This 
meter is not compatible with elements for the Bird 43.) 

Frequency Range: 200 kHz to 2.3 GHz CW or FM 

Insertion VSWR: with N Connectors 1.25 max to 2300 MHz 

Accuracy: +5% of reading for any reading above 20% of the Power 

Range selected for FM or CW signals without AM. This 
accuracy is maintained for a full 37 dB dynamic range 
with each 4410 Element (except No. 4410-1 200 kHz— 
535 kHz which is accurate to +10% of reading, and 
4410-15 1.0-1.8 GHz and 4410-16 1.8-2.3 GHz which 
are 

accurate to +8% of reading.) 

Ambient Temp Range: Elements 4410-1 through -8 and -10 through 
-16 are temperature compensated for rated 
accuracy from 0°C to 50°C (32° to 122°F), 
and 4410-20 through 27 from 20°C to 30°C 
(68° to 86°F). 

Over-Range Protection: To 120% of nominal full scale (i.e. 12 W, 
120 W, 1,000 W, or 12,000 W). No dam- 
age or degradation to the unit will result, 
regardless of the Range Selector Switch 
position. . 


Battery Life: 24 hours min. with standard 9V Alkaline “transistor” 
battery (NEDA No. 1604A supplied) 
Connectors: QC Type (Female N normally supplied) 


Nominal Size (includes connectors): 6 7/8” H x 5 1/8” W x 3 5/8” D 
Weight: 3 Ibs. 


Part #:4410A ° Price: $767.00 ea. 


4410 Series Elements 
Table 9 - $195.00 each 
Full Scale Power and Frequency Ranges 0-10, 30, 100, 300 Milliwatts, 1, 3, 10 Watt 


MW gor tae Model Ze, 2 Model an MHz________Model____ 
30-50 4410-20 100-152 4410-22 400-800 4410-25 
50-88 4410-21 150-250 4410-23 800-900 4410-26 
88-108 4410-27 225-400 4410-24 900-1000 4410-28 


Table 9A - $195.00 each 
Full Scale Power and Frequency Ranges 0-10, 30, 100, 300 Milliwatts, 1, 3, 10, 30 Watts 


MAZ se Modeliee pee ACCUrACyIn Sts Bae 
864-868 4410-38 +10% of reading accuracy on 100 mW, 300mW and 1 W, +5% 
on all other scales 
917-970 4410-29 +5% 10 mW to 1 W only 
Table 10 - 
Full Scale Power and Frequency Ranges 0-100, 300 Milliwatts,1, 3, 10, 30 Watts 
NZ dt od Model PriceEa. MHz Model _ _—_—~Prrice Ea. 
25-80 4410-10 $195.00 400-1000 4410-14 195.00 
50-125 4410-11 195.00 1000-1800 4410-15* 273.00 
100-250 4410-12 195.00 1800-2300 4410-16* 273.00 
200-500 4410-13 195.00 
* Accuracy is +8% of reading 
_ Table 11 - 
Full-Scale Power and Frequency Ranges 0-1, 3, 10, 30, 100, 300, 1000 Watts MHz 
MHZ vidas Modeligese 2 Price Ea. 
2-30 4410-3 $273.00 
25-80 4410-5 195.00 
50-200 4410-6 195.00 
144-520 4410-70 195.00 
Table 12 - 
Full-Scale Power and Frequency Ranges 0-10, 30, 100, 300, 1000, 3000, 10,000 Watts MHz 
MHz ___Model Price Ea. 
0.2-0.535 4410.1 $273.00 
0.45-2.5 4410-2 273.00 
2-30 4410-4 273.00 


‘Bird Directional Coupler Elements 


The directional coupler plug-in elements listed below are used for signal leveling, frequency control, 
wave-shape monitoring, local oscillator or marker signal injection, etc. They extract a calibrated 
amount of power from the main line signal flowing in the direction of the arrow. This attenuated sig- 
nal is NOT rectified (as in the standard measuring elements), but is brought out through a female 
BNC connector on top of the element. Coupler elements fit the standard sockets, but there are no 
dc output tabs on the element body since no dc is produced. An added convenience is rotating the 
element between Oj and 180j varies the amount of coupling like a variable attenuator. Minimum at- 
tenuation of the main line signal is the nominal coupling + 1 dB shown for each unit within the 
stated frequency band. Select from table below. 


Nominal Coupling 


Frequency Band (MHz) Max. MainLinePower* Modell Price Each _ 
50-100 400-50 $ 129.00 
75-150 400-75 129.00 
125-250 -40 dB 400-125 129.00 
225-450 1 kW 400-225 129.00 
400-800 400-400 129.00 
750-1250 400-750 129.00 


*The power rating of the directional couplers cannot exceed the peak and average power ratings of 
the transmission line. 


Peak Reading Elements for Model 43 


Power 0.45-2.5 MHz | Net Each_ 
1000w Bird 1000P $ 172.00 
2500w Bird 2500P 172.00 
5000w Bird 5000P 172.00 
10000w 172.00 


Bird 10000P 


Minimum order: 


‘Milliwatt Elements 


For Bird 43 and Coaxial 
Dynamics Meters 


100 mW 
Bird Electronic CoaxDyn 
Freq Model Freq Model 
MHz Number MHz Number 
- - 20-23 820A022 
45-50 430-266 44-50 820A047 
- - 62-70 820A066 
72-76 430-2 72-76 820A074 
= = 105-120 820A113 
- - 125-136 820A130 
135-175 430-86 135-165 820A150 
- - 160-175 820A167 
- - 190-205 820A198 
320-340 430-205 310-350 820A330 
400-420 430-7 400-420 820A410 
420-450 430-208 - - 
450-470 430-8 450-470 820A460 
600-800 430-169 740-760 820A750 
800-1000 430-263 800-900 820A850 
250 mW 
Bird Electronic CoaxDyn 
Freq Model Freq Model 
MHz Number MHz Number 
72-76 430-22 70-80 820B075 
- - 72-76 820B074 
88-108 430-217 - - 
105-120 430-20 105-120 820B113 
116-126 430-48 = ° = 
130-150 430-13 130-150 820B140 
- - 150-180 820B165 
190-210 430-65 - - 
- - 310-350 820B330 
- - 416-436 820B426 
450-470 430-61 - - 
= - 800-900 820B850 
800-1000 430-264 900-950 820B925 
500 mW 
Bird Electronic CoaxDyn 
Freq Model Freq Model 
MHz Number MHz Number 
- - 25-30 820C028 
- - 65-90 8200078 
72-76 430-33 72-76 820C074 
88-108 430-247 - - 
105-120 430-26 105-120 8200113 
120-136 430-248 - - 
136-150 430-249 130-170 820C150 
240-290 430-27 240-290 820C265 
290-340 430-253 300-350 820C325 
340-360 430-157 - - 
350-400 430-254 - - 
400-450 430-255 - - 
450-500 430-256 450-470 820C460 
600-800 430-258 800-900 820C850 
900-950 820C925 


800-1000 430-265 


100mW, 250mW, 500mwW 
Elements Price: 


Manufacturer Net Each 
Bird Corporation $172.00 
Coaxial Dynamics 135.00 


Specify frequency, as they are narrowband. Usually a special order item, please allow 30-45 days. 


WATTMETER ELEMENTS 


RF Parts stocks a limited 
supply of low power and 


“milliwatt” elements. 
Contact us for delivery information. 


1 Watt 

CoaxDynamics Bird Electronic 
Freq Model Freq Model 
MHz Number MHz Number 
25-30 820D028 - - 
28-44 820D036 ~ - 
40-50 820D045 40-50 040-1 
44-70 820D057 50-60 050-1 
- - 60-80 060-1 
- - 80-95 080-4 
70-120 820D095 95-125 095-1 
108-118 820D113 110-160 110-1 
108-181 820D145 150-250 150-1 
150-250 820D200 - - 
200-300 820D250 200-300 200-1 
275-450 820D363 275-450 275-1 
310-350 820D330 - - 
327-543 820D435 - - 
425-850 820D638 425-850 425-1 
800-950 820D875 800-1000 801-1 
2.9 Watts 

CoaxDynamics Bird Electronic 
Freq Model Freq Model 
MHz Number MHz Number [7 
= - 25-30 025-2 
- - 30-40 030-2 
- - 40-50 040-2 
- - 50-60 050-2 
60-80 820E070 60-80 060-2 | 
80-140  820E110 80-95 080-2 
95-150  820E123 95-150 095-2 
150-250 820E200 150-250 150-2 
200-300 820E250 200-300 200-2 
225-400 820E313 250-450 250-2 
275-450 820E363 = = 
340-560 820E450 400-850 400-2 | 
800-950 820E875 800-1000 801-2 


1 Watt & 2.5 Watt Ele- 
ments Price: 


Manufacturer 


‘Low Power Elements for Model 43 
100mW, 250mW, 500mW in fixed frequency ranges 
1 Watt & 2.5 Watts in fixed frequency ranges 


Bird Corporation $163.00 

Coaxial Dynamics 95.00 & 
Call 
Call 
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Bird 4274 Sampler Elements 


The 4274 Series sampler elements are 
non-directional couplers that replace the standard 
element in your Bird 43 wattmeter for such 
applications as RF signal observation, spectrum 
analysis or frequency counting and control where 
main line power does not exceed 500 w. The Model 
4274-025 is a wide range device that provides an 
unrectified signal at about -50 dB + 2 dB from 
25-1000 MHz tapering to -66 dB at 2 MHz. The Model 
4274-050 delivers a variable unrectified signal from - 


35 to -48 dB (+ 1 dB) from 100-400 MHz. 


Non-Directional Sampler Elements for QC-Type or 7/8” EIA Line 


Frequency Nominal Max. Main Price 

Model Band (MHz) Coupling Line Power Each 

4274-025 25-1000 -50 dB+2dB 500w $115.00 
(-66 dB @ 2 MHz) 

4274-050 100-400 -35 to -48 dB (+ 1 dB) Adjustable 500 w 126.95 


CDi X-Tractor Sampler Elements 


The X-Tractor Series sampler elements from Coaxial Dynamics are Directional or Non-Directional 
couplers that replace the standard element in your wattmeter for such applications as RF signal 
observation, spectrum analysis or frequency counting and control where main line power does not 
exceed 10,000W on Non-Directional or 1000W on Directional X-Tractors. CDI elements come with a 
2 Year limited Warranty. 


Non-Directional, Adjustable 


- OME Ti tae ee ee 
87004 7/ 3+/-8dB 100.0 
__87005_~—é«7/8” 45+/-8dB 100.00 


WATTMETER ELEMENTS & ACCESSORIES 


Directional Couplers | 


All couplers utilize standard BIRD Quick Change Connectors and 
BIRD Elements. Mounting brackets included with 4522-002-5. 
These couplers are designed to match standard BIRD meter P/N 
2080-002. 


Single Directional Coupler 
With Cover/Bracket 


Part #: 4230-059 ° $169.95 


Dual Directional Coupler 
Ideal for remote measure- 
ments.Switch between the two 
elements for forward & reverse 
power reading. 


Part #: 4522-002-5 * $210.00 


Power Range: Up to 10,000 Watts 
Frequency Range: 2 MHz to 1000 MHz i i 
vswr: 1.4: max 2 to 512 MHz Misc. Accessories 
4.25:1 max 512 to 1000 MHz Connector Cables 
Peete es Me oe es : re er enane Special meter connecting cable for 
Accuracy: +5% of full scale Bird Directional Couplers. 
Impedance: 50-Ohms Allows 2080-002 meter to be remotely 
Connector: BNC Female = A 
erated from Direct 
Weight: 1.25 oz. (.035 kg) iain ectional Couplers 
Directional, Fixed 
Part Our Part # Net 
_ | Model _ Line Size Max Power _Coupling(dB) ___FrequencyRange _—=_—_—=Prrice__ Connector 7500-076 $15.95 
meme 87014S* 7/38" 1000 W 37.5+/-.75dB 54 to 90 MHz $147.00 39%2" Cable 7500-072-1 22.95 © 
mem 87015* 7/8" 1000 W 50 +/-1 dB 50 to 500 MHz 147.00 15' Cable 7500-072-3 24.95 
87016 7/8" 1000 W 37.5+/-.75dB 174 to 230 MHz 147.00 25} Cable 7500-072-25 


* +/- 1 dB at 174 to 500 MHz, Coupling drops to 48 dB at 50 MHz 


VSWR: 1.1:1 max 
Insertion Loss: 0.4 dB max 
Accuracy: +5% of full scale 

} Directivity: 30 dB 
Impedance: 50-Ohms 
Connector: BNC Female 

) Weight: 1.25 oz. (.035 kg) 


Peak Power Measurement Modification Kit 


for BIRD Model 43 Wattmeters 
» 15 minutes/no 
soldering will turn your 
Bird into a True Peak 
Reading Meter. 


Accuracy: CW mode 
+5%/Peak mode +8%. 
9V transistor radio 
batteries included. 


Part #: 4300-400 
Price: $175.00 
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32.95 


Replacement Meters for the Bird 43 
Fix that broken wattmeter with 
a new calibrated BIRD Meter 
Movement. 

These meters may be connected to 
BIRD's directional 

couplers for remote measurement. 
See connecting cables on page 72. 


Part #: 2080-002 ° $95.00 


Bird Power vs. VSWR Chart 


Nomograph gives fast reference 
from Power to VSWR. 


Made of laminated plastic for heavy 
use. 5 1/2” x 6 1/2”, 2 sided. 


Part #: 4400-012 * $10.00 ea. 


Bird Variable RF Signal Sampler 
Bird Models 4273 (1.5 to 
35 MHz, 5 kW max.) and 
Model 4275 (20 to 1000 
MHz, 1 kW max.) are “Stand 
alone”, wide-range, 
THRULINE® RF coupling 
probes for spectrum analysis, 
RF signal observation on a 
scope, or frequency counting 
and control. They feature very 
low VSWR throughout a broad 
frequency and attenuation 
range. Insertion loss is a negli- 
gible 0.1 dB. Both Models pro- 
duce an unrectified sample at 
the BNC port that is adjustable. 
Once adjusted, the setting can 
be locked in place. The main 
power line connectors are Bird 
QC type. 


Specifications for both Models 


4273 Specifications 


Power Rating: 5 kW max 
Frequency Range: 1.5 -35 MHz 


*Select from our list of QC Connectors. 


COUPLING 


WATTMETER ACCESSORIES 


4275 Specifications 
Power Rating: 
Frequency Range: 20-1000 MHz 


41 kW max. 


Insertion VSWR: — with N connectors ~ 1.07 Insertion VSWR: — with N connectors ~ 0.4 db 
max. max. 

Part # QC Connectors Price Ea. | Part # QC Connectors Price Ea. 
4273 No Connectors* $211.00 | 4275 No Connectors* $211.00 
4273-020 N: Male/Female 253.50 4275-020 N: Male/Female 253.50 
4273-025 N: Female/Female 243.00 4275-025 N: Female/Female 243.00 
4273-030 UHF: Male/Female 296.00 4275-030 UHF: Male/Female 296.00 
4273-035 UHF: Female/Female 243.00 | 4275-035 UHF: Female/Female 243.00 


*Select from our list of QC Connectors. 


20 


FREQUENCY MHz 


Model 4273 


106. «200 500 1000 


Impedance: 50 ohms nominal ee KH 
Coupling: Adjustable as shown within +38dB Hy bole] 
Ambient Temp Range: -40°C to +45°C 5 a 
Connectors: QC type as specified 3 on a = 
Nominal Size: 2 51/64” L x 2 7/8” W x 1 1/4” D 
Weight: 10 oz. 

: 2 5 10 20 50 

FREQUENCY MHz 
Model 4275 


Quick Change Connectors 


For use on Bird & Coaxial Dynamic Wattmeters and Directional Couplers 


4240-050 4240-179 
UHF-F UHF-M 
$16.00 $69.00 


4240-062 


4240-063 
N-F N-M 
$16.00 $28.50 


4240-031 4240-025 
LC-F LC-M 
$89.00 


$229.00 


4240-125 
$29.00 


4240-268 


4240-363 
EUROPEAN IEC 7-16 
$96.50 


Vy) 
Aaah 
4240-132 4240-156 
BNC-F BNC-M TNC-F 
$72.00 $23.00 


4240-336 


4240-278 
HN-F HN-M SMA-F 
$39.00 $72.00 $97.50 


4240-344 4240-346 
EUROPEAN IEC 7-16 MINI UHF-F 
$92.00 $56.00 


"4240-160 
TNC-M 
$35.00 


4240-334 
SMA-M 
$97.50 


4240-080 
OPEN TERMINAL QC CONN. 


$84.00 
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WATTMETER ACCESSORIES ee 
BIRD Thruline® Sensor System BIRD Terminating Power Sensor 


¢ Significant cost and time savings 
¢ Easy To Use 

¢ Field Ready 

¢ No calibration required 


Designed to make Terminating Power Measurements with the full flexibility of a portable preci- 
sion instrument. (Requires Bird MODEL 5000, 5000-EX, SA-4000, SA-1700-P or SA-2500A) 


Specifications 
Accuracy: +5% of reading +1 mW RSS (excluding mismatch uncertainty). 
When operating below 100 MHz and above 40°C, add 1%. 
Altitude: Up to 15,000 feet operating 
Frequency Range: 40 MHz-4 GHz 
A chee e Humidity: 95% max. (non-condensing) 

Bird’s most sophisticated Thruline Sensor System Input Connector: Precision N Male 

. Input Impedance: 50 Ohms (nominal) 

IS the heart of the Model SOO0EX Input VSWR: Typical 1.03 (36.6 dB return loss); maximum 1.20 (20.8 dB return loss) 
Operating Temperature: -10 to 50°C (14 to 122°F) 
Output Connector: Male DB-9 to interface to Digital Power Meter or Site Analyzer 


> Sei ; ; 
e Dual-Element Thruline® Design for Simultaneous Forward and Peat /Mverae Ration’ #10 aE TNIAaR 


Reflected Power Readings. Power Range: -20.000 to +40.000 dBm (10.1000 uW to 10.000 mW) 
: Power Supply: From host instrument via cable connection 
e Measures True Average Power. Sensor Type: Terminating Power Sensor. Terminated average power measurement. 
' . é Size: 6" long (including connectors); 1.5" diameter 
° +5% of Reading Accuracy Rivals Thermal Wattmeters in Storage Temperature: -40 to 80°C (40 to 176°F) 
Actual Field Use. Warm Up Time: 5 Minutes 
Weight: 3/4 |b. Maximum 


e Small, Easily-Remoted Sensor Facilitates 


: Part #: 5011EF * $1765.00 
e Convenient Hand-held Operation. 


The Model 5010 Dual-Socket Thruline® Power Sensor is a precision 50-ohm 7/8-inch “Smart” Line 

Section which accepts Bird digital-ready Plug-in Elements. The Model 5010 Sensor provides true av- - 

erage power readings for digital as well as traditional analog RF systems. BIRD Wideband Power Sensor 

¢ Easy to use & competitive price. 

¢ Wide dynamic range (350 MHz - 4000 MHz) 
30 dB Directivity-Up to 3 GHz; 
28 dB up to 4 GHz 

¢ Direct connection to pC, Digital Power 
Meter or Site Analyzer® - NO BLACK BOX! 


¢ Directional-Forward and Reflected Power - 
No elements required! 


| The Model 5010 Power Sensor is compatible with many existing accessories for 7/8” line, including 
) signal samplers, and over 20 types of QC connectors. QC Connectors can rapidly and conveniently 
be changed in the field by removing four screws from the connector. 


| Use of an external sensor design makes the Model 5000 Digital Power Meter a perfect platform for 
sensor enhancements and cross-platfrm compatibility with other Bird product lines. 


Digitally-Modulated RF 

* PCS and Other Digital Wireless Communication Services 

* DAB, DTV, and HDTV Pre- and Post-Combiner Power Measurements 
* Handles Peak-to-Average Power Ratios to 10dB 


Bird's® Site Management Solutions for Power 
Measurement. When combined with a Digital 
Power Meter, Site Analyzer Family of line and an- 
tenna analysis products, or a Personal Computer, 
the Wideband Power Sensor becomes an integral 
part of a very robust and sophisticated power 
measurement solution. 


CW, AM, and FM 

* Cellular Communication 

* Analog Wireless Applications 

* Television Video and Audio Power 

* Aeronautical, Military, Public Service, and Mobile Radio Systems 


Specifications 
Altitude: - 15,000 ft, operating 
Directivity: 30 dB up to 3.0 GHz, 28 dB up to 4.0 GHz 
Frequency Range: 350 MHz - 4 HGz 
Humidity: 95% maximum (non-condensing) 
Impedance: 50 Ohms (nominal) 
Input Connector: "N" Female 
Insertion Loss: <0.05 dB up to 1 GHz, <0.1 dB from 1 GHz to 4.0 GHz 
Insertion VSWR: 1.05 up to 2.5 GHz, 1.10 from 2.5 to 4.0 GHz 
Interfaces: * DPM Interface: EIA-232, 9600 Baud, no parity, 8 data bits, 1 
stop bit* PC Interface (1): EIA-232, 9600 Baud, no parity, 8 data 
bits, 1 stop bit ¢ PC interface (2): USB 1.1 compatible interface 
Mechanical Shock: Designed to meet MIL-PRF-28800F class 3 
Operating Temp.: -10 to +50°C (+14 to+122°F) 
Output Connector: "N" Female 
: i Power Measurement Range: 0.15 W- 150 W average, 400 W peak 

Available Accessories Size: 3.79 X 4.56 X 1.28 inches without connectors (4.73 X 4.56 X 

* Non-Directional Samplers and Directional Coupler Elements 1.28 inches including two "N" (F) connectors) 

* Quick-Change Connectors Storage Temperature: -40 to +80°C (-40° to +176°F) 

* Handset output verification Vibration: Designed to meet MILPRF-28800F class 3 

¢ Waveform capture Weight: 1.1 Ib. (0.5kg) 


Part #: 5010-B © $683.00 Part #: 5012 ¢ $2200.00 
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a | WATTMETER ACCESSORIES < ANTENNA TESTERS 
‘Wattmeter & Accessory Carrying Cases Bird Antenna Testers 


Bird's AT-Series Antenna Testers can test an entire 
band In a matter of seconds, with accurate results regard- 
less of antenna cable length. Menu driven, software-defined 
keys and digital keypad quickly select operating mode and 
enter test parameters. A self-contained RF source precisely 
sets the test frequency. A built-in adaptable antenna jack mates 
a wide range of standard RF connectors. 


4300 Series Carrying Cases 


This hard-sided case includes shock 
absorbing laminated die-cut foam 
insets. Features include fold down 
handles, quick release latches, 
ridged aluminum frame, and 

durable polyurethane shell. 


_-RF Parts Company. *. 2008 


Swept Frequency Measurements - Show VSWR, Match 
Efficiency or Return Loss across the entire band. A moveable 
cursor pinpoints scan frequency and digitally displays the 
corresponding measurement value. 

Single-Frequency Mode - Can be used to optimize 
antenna performance and troubleshoot intermittent 


Part # Price Ea Model AT-800 problems. 
4300-085 for Model 4391. «$165.00 Limit Testing - Quick Pass-Fail indication compares 
4300-055 for Model 4410 215.00 measurements to user-selected. 
Audible Indicator - Pitch varies with match condition for easy, hands-on antenna adjustment. 
Field-Strength Measurements - Verifies the output of devices such as portable radios and cellular 
phones. 
Data Storage - Saves and recalls up to 12 scans in nonvolatile memory for long-term monitoring of 
ra 4 piu : j Hs antenna performance. 
EC-1 P ortable Element Case Serial Communication Link - Optional Software uploads data to a personal computer for analysis 
High Impact Element Case or storage. 


Backlit Liquid Crystal Display - Produces text and high-resolution graphics. 
Portable - Lightweight, easy-to-carry, with rechargeable batteries. 


e 
Holds 12 elements Rugged - Designed to meet the harsh environment requirements of MILT 28800. 


¢ High density custom foam insert The AT-Series contains a serial interface for downloading and analyzing test data 


G 4 i with a personal computer. 
¢ High impact case with 


durable ABS latches 


e Unbreakable, watertight, air- 
tight and dustproof 


e Automatic purge valve for 
quick equalization after 
changes in atmospheric 


pressure 
Part # Price Ea Single frequency mode for antenna tuning. Swept frequency mode reveals a 
RFP EC-1 Element Pelican Case $60.00 comprehensive picture of antenna matching. 
; ee Specifications 
Portable Wattmeter Case Frequency Range: AT-500 2-520 MHz 
AT-800 806 - 960 MHz 
High Impact Accessory Case for 
g P ¥ a Frequency Resolution: AT-500 20 kHz 
Wattmeters and Accessories AT-800 30 kHz 
‘ ‘ Frequency Accuracy: AT-500 +50 kHz 
¢ Case fits Thruline Wattmeter AT800 450 kHz 
models: APM-1 6, 43, 43P, 4304A, Measurement Range: VSWR: 1.00 - 99.99 
4308, 4410A Match Efficiency: 00 to 100.0% 
Return Loss: 0.0 to -32.0 dB 


¢ High impact case with durable 
ABS latches 


Measurement Speed (Typical): Single Frequency: 5 readings / second 
Swept Frequency: 1sweep/ second 


Preprogrammed Bands: AT-800 only AMPS, NADC, GSM, PDC, CT2 


Field Strength: 0 to 100% (relative) 


Sensitivity for full-scale deflection: AT-500 0.22 v/m @ 400 MHz 
AT-800 0.22 v/m@ 400 MHz 


,° Unbreakable, watertight, airtight 
and dustproof 


¢ High density custom foam insert 


Test Port: Impedance: 50 ohms, nominal. Standard connector 
AT-500 N(F) 
¢ Automatic purge valve for quick AT-800 NF) 
equalization after changes in Interface: Serial (female DB-9 connector) 
atmospheric pressure Power Requirements: Batteries: . 6 rechargeable AA 
External DC: 11-16 Vde 
¢ Holds either 1 Wattmeter, 5 External AC Adapter: 108-132 VAC @ 57-63 Hz, 
Elements and 1 small Load or 1 OE 20-209 NOG Oe 82 
Wattmeter and 7 Elements Operating Temperature: 0° to 50°C (32° to 122°F) 
Storage Temperature: -41° to 71°C (-40° to 160°F) 
tReet Price Ea. | size: (including connector) 8” Hx 45/8" Wx 13/4" D 
RFPCC6 (similar to CC-6) 65.00 a ‘ 
CDC-5 (for Coaxial DynamicsCD81000A and CD83000A 65.00 | Weight: Ibs. 


Part #’s: AT-500 and AT-800 © Price: $1407.00 each 


Minimum order: $2 


th 


D U Mi M i L 0 A D S Call us for Loads with power ratings to 10KW. 


Bird RF Coaxial Terminations 


Dry Loads 


10-T 


75-7 100-ST 

Model Power 

Series Rating == Connectors ___ 

10-T 10w@40°C —_—_ BNC, N, TNC 
12w @ 25°C 

25-1 25w@40°C —_—- BNC, N, TNC 
30w @ 25°C 

507 50w@40°C BNC, N, TNC 
60w @ 25°C 

75-1 75w@40°C — BNC,N, TNC 
90w@25°C _—swiEC. 7/16 

100-ST 100w@40°C  BNC,N, TNC 
120w@25°C_ IEC 7/16 

150-ST 150w@40°C  BNC,N, TNC 
180w@25°C EC 7/16 

300T  300w@40°C  BNC;N, TNC 
120w@ 25°C 1EC 7/16 


25-T 


150-ST 
Frequency Nominal 
MaxVSWR Size ———_—~Pricee 
DC-1 GHz @ 1.10 2”Lx 2.3” Dia. $65.00 
1 GHz - 4 GHz @ 1.25 
DC-1 GHz @ 1.10 4.7"Lx 2.3” Dia. 105.00 
1 GHz - 4 GHz @ 1.25 
DC-1 GHz @ 1.10 4.7°Lx 2.3” Dia. 153.00 
41 GHz - 4. GHz @ 1.25 
DC-1 GHz @ 1.10 6.7"Lx 2.3” Dia. 168.00 
4 GHz - 2.4 GHz @ 1.25 
DC-1 GHz @ 1.10 6.85”L x 2.75” Dia. 237.00 


1 GHz - 2.4 GHz @ 1.25 


DC-1 GHz@1.10 10.9"H x 2.6"W x 6.8” Dia. 305.00 


1 GHz - 2.4 GHz @ 1.25 


DC-1 GHz @ 1.10 
1 GHz - 2.4 GHz @ 1.25 


11”H x 6"W x 7” Dia.499.00 


Oil Dielectric Loads 


Please call for Price and availability. 
Optional QC connectors available. 
Horizontal operation only. All Bird 
oil-filled leads are non-PCB refined 
mineral oil. 


8204 


Nom. Size LxHxW/In. 
Optional Frequency Weight 
Model _ Rating ———_—Connector_ 
8135 150w N (F) 
8141 250w N (F) 
8201 500w N (F) 
8401 600w N (F) 
8251 Akw LC Qc 


8401 
Con. Power 
___ConnectorMax VSWR_ 
QC 


1 GHz-2.5 GHz @ 1.2 
2.5 GHz-4 GHz @ 1.3 


QC DC-1 GHz @ 1.1 
1 GHz-1.8 GHz @ 1.2 
1.8 GHz-2.5 GHz @ 1.3 


Qc DC-1 GHz @ 1.4 
1 GHz-2.5 GHz @ 1.25 


Qc DC-1 GHz @ 1.1 
1 GHz-2.8 GHz @ 1.2 
2.8 GHz-3 GHz @ 1.3 


DC-1 GHz @ 1.14 
1 GHz-2 GHz @ 1.25 
2 GHz-2.5 GHz @ 1.3 


DC=1 GH e419) 


Supplied 


gee Price? 
9.5x6.7x4 
6 Ibs. 
$465.00 


9.5x8.5x6 
10 Ibs. 
$535.00 


16.8x8.5x6 
21 Ibs. 
$644.00 


16.8x8.5x6 
20 Ibs. 
$692.00 


17.9x8.5x6 
25.5 Ibs. 
$931.00 


s 


A www.rfparts.com 


Coaxial Dynamics RF Coaxial Terminations 
Dry Loads 


Model Power Frequency Nominal 
Series Rating Connectors MaxVSWRO $kq = ee Price 
4005 $ 
4010 10w@40°C BNC,N,TNC DC-1 GHz @ 1.10 2”L x 2.3” Dia. 
12w @ 25°C 1 GHz - 4 GHz @ 1.25 
4025 25w@40°C BNC,N,TNC DC-1 GHz @ 1.10 4.7°L x 2.3” Dia. 
30w @ 25°C 1 GHz - 4 GHz @ 1.25 
4050 50w@40°C BNC,N,TNC DC-1 GHz @ 1.10 4.7"Lx 2.3” Dia. 
60w @ 25°C 1 GHz - 4 GHz @ 1.25 
4100 100w @ 40°C BNC,N,TNC DC-1GHz@1.10 6.85”L x 2.75” Dia. 
120w @ 25°C 1 GHz - 2.4 GHz @ 1.25 
4150 150w @ 40°C BNC,N,TNC DC-1GHz@1.10 10.9”H x 2.6”"W x 6.8” Dia. 
180w @ 25°C 1 GHz - 2.4 GHz @ 1.25 
Oil Dielectric Loads 
Le 
Nom. Size LxHxW/In. 
Con. Pwr Supplied Optional Frequency Weight 
Model___ Rating _ Connector Connector MaxVSWR —=——CCCsé~Prrice 
8401 600w N (F) Qc DC-1 GHz @ 1.1 16.8x8.5x6 
1 GHz-2.8 GHz @ 1.2 20 Ibs. 
2.8 GHz-3 GHz @ 1.3 
8251 ikw LC Qc DC-1 GHz @ 1.1 17.9x8.5x6 
1 GHz-2 GHz @ 1.25 25.5 Ibs. 


2 GHz-2.5 GHz @ 1.3 
Call us for Loads with power ratings to 10KW. 


300W Dummy Loads 


We removed these beautiful 50Q loads from new 900 MHz 
Cellwave® combiner assemblies. VSWR measures less than 1.05 
@ 1.3 GHz. Rated 300W continuous. Bottom of heatsink is tapped 
with mounting screws. 


Connector: Type-N female 
Size: 9 1/4” Wx 6 3/4"D x 5” H. Shipping Weight: 6 Ibs. 


Part #: DL300 @ List: $300.00 * Special: $225.00 
Complete Rack Assembly Available. See Part #PHH800 on page 133. 


DC-1000MHz, 50 Ohm 
Connector: SO-239/UHF (F) 

Size: 7” Wx 5 "Dx 5" H (square). 
Shipping Weight: 13.7 Ibs. 


Part #: DL300-S ° Special: $179.95 


tomer Service, Tech Support 760-744-0500 


a 


Ee 


4 


c. Dummy Loads 
. 1 Watt Dummy Load 
Uses BNC Female Connector 


Part #: DL1BNC-F @ Price: $2.50 


DL With UG1185/U Connector 


Part #: 3C130 @ Price: $11.95 


15 Watt 500 Termination 


This top quality termination (dummy load) uses SMA male con- 
nector. 


Rated: 15W (average) 
1KW Peak 

Mfgr: MECA 

VSWR (DC): 3.0 GHz 1.15:4 
3-6 GHz 1.20:4 
6-12 GHz 1.5:4 

Limited Supply. 


Part #: 465-1 © Price: $79.95 


DC 1GHz Dummy Load 


Mfg: RLC Electronics 
Uses Type-N male connector 


New Stock 


Part #: DA437 @ Price: $89.50 


2 Watt 500 Termination 
This top quality dummy load uses Type-N male connector. 


Rated: 2W (average) 
2000W Peak 

Mfgr: MECA 

VSWR (DC): 1 GHz 1.05:1 
1-2 GHz 1.10:4 
2-3 GHz 1.15:1 


Part #: 401-1F3 © Price: $19.95 


gp aa i = 

Termination Unit Mfg. by Technical Material Corp. 

Heavy weatherproof cast aluminum box with hinged lid and stain- 
less steel hardware. Designed for use with Rhombec & Inverted V 
antennas. Contains five 150W, 40w resistors connected to give 
600W 160w (plus 1 spare resistor). Resistance connected to two 
3” ceramic feed thru insulators. Adjustable spark gaps at insulators 
for lightning protection.Complete unit includes mounting brackets 
& hardware (not shown). New US MIL surplus, packed in sealed 
box. Shipping weight: 33 Ibs. 


‘Part #: 47419-1 ¢ Our Price $199.00 


See this item in better detail on our website: www.rfparts.com 


50Q Toggle Switch Attenuator 


1 Watt average 
-1 dB max 
(switched all off) 
¢ Attenuation accuracy: 

+ .2 dB per step DC - 500 MHz 

+ .3 dB per step 501 - 1000 MHz 


e BNC male and female ports 


0-31 dB in 1 dB steps 


« Attenuation Range: 


« Frequency Range: DC - 1,000 MHz 

e Attenuation steps: 1,2, 4, 8,16 dB 

. Impedance: 50 Ohms Part # RFA-4056-03 
» VSWR maximum: = 1.4:1 @ 1,000 MHz 


Minimum order: $25 | 


iy i 


Reg. $390.60 * Special $369.95 


: DUMMY LOADS <> TERMINATORS <> ATTENUATORS 


DC 18GHz 5W Dummy Load 


VSWR 


Limited Supply. 


Part #: 370BNM ® Price $29.95 


Type-N Male, Mfg. KDI 
Part #:T185ES ¢ Price $24.95 


Compact Dummy Load 50Q 


ta) f2 47 1 @ je'f @ 3) \deal addition to test equipment. Useful in terminating small HF/VHF/UHF 
stabivideebtadyat transmission lines, mobile installations, etc. Mfg. by Diamond Antenna. 


DL30A 


Part# Conn. Frequency Power _ 
DL30A_ UHF = DC-500 MHz 
DL3ON N DC-500 MHz 


less than 1.15 $39.95 


Reals. Sree eevee _ Price 
15w (average @ 50% duty cycle) 


100w (peak) less than 1.10 39.95 


50Q Termination 
Rated: 2W (cont.), 5W (inter.) 


Part #: H8225 @ Price: $3.95 


Bird RF Coaxial Attenuator 


Specifications 


Power Rating: 100w continuous 


Frequency Range & VSWR: Input 1.1 max DC to 500 MHz 
Attenuation: 30dB 
Accuracy: + 0.5 dB (+0.2 dB at 30, 100, 


200, 300, 400 and 500 MHz 
when using calibration data) 


Ambient Temperature Range: -40°C to +45°C 


Connectors: QC type (Female N) 

Coolant: Refined Mineral Oil 

Operating Position: Horizontal only 

ccs 

Bird Power Net Nominal 
Model _Rating == Weight ~=————séDimensions == Cs«é~P rice Ea. 
8323 100w 114 Ibs. 10 11/32” x 8 1/2” x 5 15/16” $295.00 
8322 200w 19 Ibs. TTA 2X8 1/20 x oi 5/ 160 Call 
8325 500w 25 Ibs. TAY 2X 8 Wi2exX Deo /162 Call 


RF Parts Company + 2008 


MULTIMETERS 


Fieldpiece Digital Multimeters 
HS26 Stick Meter with optional Current Clamp Head 


4 Functions — 11 Ranges 


HS26 & ACH ACH 


HS26 Digital Multimeter 
Regular Price $79.95 * RF Parts Special $29.95 ea. 


= ACH Current Clamp Head 


i Regular Price $29.95 © RF Parts Special $19.95 ea. 


| Model L183 


The Model LT83 is an excellent meter 
for testing basic electrical parameters, 
including current, at a great price. In- 
cludes test leads and a rubber holster 
for added shock protection. 


e Full function DMM at a great price: 
5 functions, 25 ranges 


° Works with all Fieldpiece 
accessories: 200mV ranges for 0.1 
resolution on all accessory heads 


e Measures current: from 0.1 
microamps to 10 amps 


retdblete 


* Clamp head snaps on to directly display AC current 
* Housing: small size, made of rugged Valox®, “O” ring sealed 


* Hi voltage safety indicator — red LED blinks and beeper sounds 
when probes touch voltage greater than 28V 


* Hold button — freezes display on command 
¢ Max hold — holds highest reading 
¢ Continuity beeper 


¢ Protection: input protected by MOVs to 6000V transients, volt- 
age withstand capability to 1000V peak 


* Functions: volts, amps, ohms, capacitance 


DC Voltage 
Ranges: 200mV, 2000mV, 200V 
Resolution: 0.1mV on 200mV range 
Accuracy: 0.5%+1 
Input impedance: 10 MQ 
Normal mode rejection ratio: 

>50dB @>49Hz 
Common mode rejection ratio: >120 
dE up to LO00VDC 


_ AC Voltage 
Ranges: 200mV, 2000mvV, 200V, 750V 
Resolution: 1.0 mV on 200mV range 
Accuracy: 1.2%+3 @ 50Hz to 500Hz, 
2.0%+5 @ 500Hz to 1 KHz, 2.0%+5 
@ 50Hz to 500Hz on 750VAC range 
Input impedance: 10MQ 
Conversion type: Average measuring, 
rms indicating (sine wave). 


Resistance Capacitance 
Ranges: 200W, 200KW Range: 200uF 
Resolution: 0.1W on 200Q range AC Current 
Accuracy: 1%+1 0-300A with ACH Clamp Head Acces- 
Open circuit voltage: <0.3V, sory 
<3V on 200W range 
Test current: <2mA | UL Listed 


Specifications 

Includes: meter with test leads. 

Data Hold: “HOLD” button “locks” reading. Any range, 
any function. 

Max Hold: “MAX” button displays the largest reading. 
Any range. 

Continuity beeper: —_ indicated by a continuous “beep” 


Overload protection: 600VAC/600VDC for DCV, ACV, and phase 
indication. 500VAC/500VDC for capaci- 
tance, ohms, and diode test. Amps and ca- 


pacitance ranges are protected. 


UL Listed 
LISS Sees Ranges ~ 5, 167 ks Fea Best Accuracy* _ Resolution _ 
VAC 200mV, 2000mV 20V, 200V, 6OOV (1.2% +4) 0.1mV 
VDC 200mV, 2000mV, 20V, 200V, 600V = (0.5% +1) 0.imV 
AAC 200A, 200mA, 200mA, 410A, +(1.5%+4) 0.1mA 
(300A AC clamp optional) 
ADC 200A, 20mA, 200mA, 10A +(1.0%+1) 0.01mA 
Resistance 2000, 2KQ, 20KQ, 
200KQ, 2MQ, 20MQ +(1.0%+4) 0.10 


*percent plus reading 


Part # LT83 ¢ Reg. Price $44.95 ¢ RF Parts Special $29.95 


Price and \ ailabi i 


Fieldpiece’ plata: Multimeters [ Fleldpiece 


Model HB74 


Heavy Duty construction with high 
voltage indication for safety. Valox case 
has tilt stand and fieldhanger on back 
and is fully gasketed. Functions were 
selected based on what field service 
technicians said they needed to do 
their job. 


¢ Phase rotation: for correct connection to 3 phase power. 
¢ Max hold: freezes highest reading. 
- ¢ Capacitance to 20,000 microfarads: for motor start/run capacitors. 


¢ Microamps: resolution down to 0.01 microamps DC for flame 
safety diode circuit. 


¢ Heavy duty test lead set. 

¢ Rugged case: fully gasketed Valox housing. 

¢ MOVs: for transient voltage protection. 

¢ Safe: LCD indicator and audible “beep” to warn of high voltage. 


e UL Listed 


Miyako" Digital Multimeter 
: Miyako-150 


e Large Display: 
3 1/2 Digit, 7-segment, 21mm 


e “10A” Jack 
(for 10 seconds only) 


e Transistor socket or hFE test 


¢ Diode Test: 
_ Measures forward voltage drop of 
semiconductor junction in mV at test 
current of 1.5mA Max. 


e hFE Test: 
Measures transistor hFE 


Meter includes test leads and protective holster. 


Part #: MIYAKO-150 « Reg $69.95 * RF Parts Special $29.95 


‘ 
Minimum 


MULTIMETERS = 
aN 
* 
Specifications 3 
Display HOLD: “HOLD” button “locks” reading. Any range, any function. a. 
MAX Hold: freezed display on highest reading. E 
Dangerous voltage indication: LCD blinks and beeper sounds intermittently. O 
Continuity beeper: (<150W) indicated by a continuous “beep” within 100 msec. £ 
Low battery indicator: in the LCD. 
Heavy duty: Case design of hi-impact, fire retardant yellow Valox, “O” ring sealed. | fe 
Overload protection: all volts ranges withstand 1200VDC and 850VAC (30 sec on 200mV_ |r 
ranges). All volts ranges are protected against transient voltages to 
6000V/10 microseconds by a MOV (metal oxide varistor). All ohms 
and frequency ranges protected to 500V AC/DC. Phase rotaton to 
A50VAC. Amps and capacitance ranges are protected by a fast blow 
0.5A4/500V (6.35mmx32mm) fuse (RFM74) on mA jack, high energy 
20A/600V (1.5x.375”) fuse (RFL701) on 20A jack. 
Auto-power off: Approximately 50 minutes. 
HB74 Ranges Best Accuracy Resolution 
VAC 200mvV, 2000mvV 20V, 200V, 850V +(1.2%+2 dgts) O.1mV 
VDC . 200mV, 2000mV, 200V, 850V +(0.5%+1 dgts)  O0.1mV 
AAC 200mA, 200mA, 20A, +(1.5%+3 dgts) O.1mA 
(30 sec max) 
ADC 20mA, 200mA, 200mA, 20A +(1.0%+1 dgts) 0.01mA 


(30 sec max) 
Resistance 200W, 2KW, 20KW, 200KW, 20OMW = +(1.0%+1 dgts)  0.1W 
Capacitance 20mA, 200mF, 2000mF, 20KmF +(4.0%+10 dgts) 0O.1mF 
Phase Rotation 80VAC to 450VAC (3 phase) “FORward” or “REVerse” 
Frequency 200Hz, 2KHz +(0.5%+3 dgts) 0.1Hz 


Part #: HB74 * Reg Price $119.95 * RF Parts Special $69.95 


Fieldpiece® accessories are available from most Fieldpiece® distributors, including 
Johnstone Supply which has 245 nationwide stocking locations. 
Look up Johnstone Supply on the internet at www.johnstonesupply.com. 


DC Voltage (DCV) AC Voltage (ACV) 
Range Resolution Range Resolution 
200mV 100mV 200V 100mV 
2000mV 41mV 750V 1V 
20V 10mV 
200V 100mV Frequency range: 
1000V 1V 45hz-450Hz. 
Maximum allowable input: Maximum allowable input: 

1O00V DC or peak AC. 750V rms. 
anes. DC Current (DCA) : i: a aye F ‘Resistance(W) its 
Range Resolution Range Resolution 
200mA 100nA 200W 100mW 
2000mA 4imA 2000W 1W 
20mA 10mA 20KW 10W 
200mA 100mA 200KW 100W 
410A 10mA 2000KW 1KW 
20MW 1OKW 


Overload protection: 
mA input. 2A/250V fuse. Maximum open circuit voltage: 2.8V. 


Limited to stock on hand. 


"POWER SUPPLY MOM totmrparts.com 
Power Supply by Diamond Antenna 


_GZV4000 40A DC Power Supply 
| Very Low Noise — Ideal for HF & VHF Transceivers 


AC UNE: 


THERCOAD 


QUTPUT : DES 15V . CUMULATIVE CURRENT 408 GONTINUOUS 


40 Amp Continuous Rating, 100% Duty Cycle. Circuitry yields high RFI protection from 
external sources. 


Variable Voltage Control 5-15 VDC. 

e AC line filter for EMI protection. 
Voltage Control Knob has center detent at 13.5 | 
VDC. e Standard 3-wire Heavy Duty line cord. 


° Overload & short-circuit protection with Current © Power Indicator & Overload Indicator. 
Foldback at approximately 42 Amp. 
e Accepts 120 VAC + 20% 50-60 cps. 
Over Temperature Protection. 
e Ripple & Noise less than 8 mV r.m.s. 
Meter Selector allows monitoring of voltage & 
current. e Net Weight: 9 lbs. / Shipping Weight: 10 Ibs. 
} (UPS ground) 
'° Access to front panel DC Terminals and Ciga- 
_ rette Lighter jack. Standard 40A terminals on ¢ 1 Year Limited Warranty 
rear panel. 


-° Built in Speaker. Amateur Net Price $199.95 © Special: $179.95 


Power Supply by Lambda 
S$WS300-24 Power Supply 
_ Adjustable 20-28.8V 
_ Power Supply 24VDC @ 13A 
Input 100-240VAC 

Mfg: Lambda 


#: SWS300-24 
ce: .: $49. 95 ea. 


"Orders & Delivery Info: 760-744-0700 Customer Service, Tech Support 760-744-0500 


DIAMOND ANTENNAS 


Diamond D220 Mobile Scanner Antenna 
The most popular ultra-wideband antenna for Scanners and Mobile Mini Discone Antenna 


general communications. 100 to 1600MHz receive, 144/430/904/1200MHz transmit 
1/2wave(144MHz), 2x5/8wave(430MHz) 


* Ideal Service Shop bench antenna. Bande: 400-1600 MHz 


~RF Parts Company + 2008 


e Rated 200 watts CW/FM. 


Gain dBi: 2.15dBi(144/904/1200MHz) 
¢ 25-1300 MHz receive, 50-1300 MHz transmit | 5.5dBi(430MHz) 
¢ Whip tunable for 6m, 50 watts (1.5 MHz BW transmit) Max Power Rating: 50W i 
Impedance: 500hms 
Part #:D130J (UHF Connector) Price: $99.95 ea. 
VSWR: Less than 1.5:1 
Part #: D130NJ (Type-N Connector) Price: $99.95 ea. 
Height: clever 
| Weight: 1.2 Ibs. 
| Max Diameter: S.D. 
| Connector: UHF | 
. i 
| Element Phasing: | Wideband 
Discone. 
6m: 50 Watts 


Part #:D220 « Price: $99.95 


' wuww.rfparts.com 


DIAMOND 
ANTENNA 


DIAMOND ANTENNA DEALERS 
Diamond Antenna Dealers 


See our website for Product Information, Specifications, 
Photos, and links to authorized Diamond Antenna Dealers 


www.diamondantenna.net 


VHF/UHF Mobile & Base Antenna 
HF Mobile & Base Antenna 


¢ Mobile Antenna Mounting Accessories 
e Wattmeters 


e DC Power Supplies 


U.S.A. 

Giga Parts Huntsville, AL 256-535-4442 
Ham Radio Outlet Phoenix, AZ 800-444-9476 
Pace Tucson, AZ 520-888-3333 


Ham Radio Outlet 


Jun's Electronics 

Ham Radio Outlet 

Lentini Communications 
Ham Radio Outlet 
Amateur Electronic Supply 


North Florida Communication 


Ham Radio Outlet 
Honolulu Electronics 
Amateur Radio Toy Store 
Ham Station 

Associated Radio 
Dentronics 

WBOW, Inc. 

Ham Radio Outlet 

KJI Electronics 

Amateur Electronic Supply 
Amateur Electronic Supply 
R & L Electronics 
Universal Radio 

Tor-Qui Electronics 
Burghardt Amateur 
Memphis Amateur Radio 
Ten-Tec 

Texas Towers 

Ham Radio Outlet 
Amateur Electronic Supply 


Canada 

Radioworld, Inc. 

Les Products 
Electroniquest, Elkel Ltee 


France 
Sarl Aborcas 


Anaheim, Burbank, Oakland, 


San Diego & Sunnyvale CA 
Culver City, CA 
Denver, CO 
Newington, CT 
New Castle, DE 
Orlando, FL 
Jacksonville, FL 
Atlanta, GA 
Honolulu, HI 
Wheaton, IL 
Evansville, IN 
Overland Park, KS 
Flushing, MI 

St. Joseph, MO 
Salem, NH 
Caldwell, NJ 

Las Vegas, NV 
Wickliffe, OH 
Hamilton, OH 
Reynoldsburg, OH 
Cayey, PR 00736 
Watertown, SD 
Memphis, TN 
Sevierville, TN 
Plano, TX 
Woodbridge, VA 
Milwaukee, WI 


Toronto, Ontario, Canada 


Trois-RiviEres, Quebec, Canada 


Caraman, France 


fa) lem ey WWwW.diamondantenna.net 
ANTENNA 


800-854-6046 
800-877-1343 
800-444-9476 
800-666-0908 
800-644-4476 
800-327-1917 
904-781-5891 
800-444-7927 
808-538-8777 
630-668-9577 
800-729-4373 
800-497-1457 
800-722-5488 
816-364-2691 
800-444-0047 
973-364-1930 
800-634-6227 
800-321-3594 
800-221-7735 
800-431-3939 
787-738-3978 
800-927-4261 
901-683-9125 
865-453-7172 
800-272-3467 
800-444-4799 
800-558-041 1 


416-667-1000 


819-378-5457 


33 5 61 83 80 03 


Diamond® Antennas are sold through Authorized Dealers only. 


tomer Service, Tech Support 760-744-0500 . 


Price and availability subject to rank 


ARRL Books $ 
The ARRL Handbook 2008 When $2 |The ARRL Antenna Book 21s¢ edition 


en 
Rich with Tradition...Better with Time  4uy from You | All the information you need to design 
The most respected with hams, Pa arts) MRE your own complete antenna system. 
engineers and technicians since 1926. 


a tl ) The 2008 ARRL Handbook for Radio 

HAN DBOOK Communications uniquely serves both 
| amateur experimenters and industry 

practitioners, emphasizing connections 
between basic theory and application. The 
ARRL Handbook is simply the standard in 
applied electronics and communications. 
This 85th edition is both a useful 
introduction to radio communication and a 
source for answers to questions about 
every aspect of the state-of-the-art. Topics 
include Amateur Radio licensing 
requirements and operating activities, 
fundamental and advanced electronics and communications concepts, 
radio propagation and antenna theory, practical projects, repair 


BOOKS & MANUALS 


RF Parts Company *. 2008 


Since the first edition in September 
1939, radio amateurs and professional 
engineers have turned to The ARRL 
Antenna Book as THE source of 
current antenna theory and a wealth 
of practical how-to construction 
projects. Use this book to discover 
even the most basic antenna designs- 
- wire and loop antennas, verticals, 
and Yagis--and for advanced antenna 
theory and applications. Many of the 
antennas in this edition benefit directly 
from advances in sophisticated 
computer modeling. 


techniques, references and much more. The Handbook includes This 21st edition has been extensively revised to include 
descriptions for new and emerging wireless technologies involving digital | information you can use to build highly optimized or specialized 
signal processing (DSP) innovations, and radio applications utilizing antennas. The book includes new content on Near Vertical 
software and the Internet. The book is filled with valuable references, Incidence Skywave (NVIS) techniques, phased arrays, 

practical examples and projects. The CD-ROM at the back of the book S-parameters as used in modern vector network analyzers (VNA), 
includes all of the fully searchable text and illustrations in the printed Beverage receiving antennas, mobile “screwdriver” antennas, 
book, as well as companion software, PC board templates and other ionospheric area-coverage maps, and much...much more. 
support files. 


; ; . 
ee Fully searchable CD-ROM included! 


What is Amateur (Ham) Radio? Power Supplies A 

Activities in Amateur Radio RF Power Amplifiers Part #: AB21 « Price: $44.95 

Safety : Station Layout and Accessories 

Oscillators and Synthesizers Propagation of RF Signals 

Mixers, Modulators and Demodulators Transmission Lines 

RF and AF Filters Antennas ict deh ‘bat SARS Be vaaelinatlg te tba nail nk Re elt: aie MN he ait Lie SEPT ROP ee 
EMI/Direction Finding Space Communications Antenna Compendium 

Receivers and Transmitters Web, Wi-Fi, Wireless and PC Technology . . 1 

Transceivers, Transverters and Repeaters Test Procedures More antennas, ideas and practical projects! 

DSP and Software Radio Design Troubleshooting and Repair 


Hams just love antennas...and they 
love to read about them, and write 
about them! This is the fourth in the 
popular ARRL Antenna Compendium 
series. You'll find 38 articles inside, 
covering a wide range of topics. There 
are simple, practical antenna projects, 
and there are heavy-duty, theoretical 
treatments of complex arrays. When 
the sunspots are low, head for the low- 
bands--seven articles are devoted to 
80 and 160 meters, including some 
; . truly gargantuan arrays. Don't we 
* |D-O-Matic—10-minute ID timer for individual, repeater or hams love to dream about what rock- 
beacon control. 
* Simple computer-to-transceiver serial port interface and USB interface. crushing low-band signals we'd have, if only we could get that new 
* Keying adapter to interface vintage radios with modern gear (CW keying or amplifier TR keying). 200-foot tower? But what happens if we only have a 50-foot tower? 
There are articles for mobile work too. And, a section on portable 
# and more! or temporary antennas that will get you thinking about Field Day in 
June, regardless of what time of year you read it. 


Revisions to the 2008 Handbook include: 


@ New filter theory and design examples, including a HF/6 meter 
high-power low-pass filter project. 


@ Revised and expanded RF safety content—including new insights 
into RF safety regulations and research. 


# New Projects: 
¢ MKIl updated universal QRP transmitter. 
¢ MicroR2 receiver and MicroT2 transmitter. 


- Includes the fully searchable book on CD-ROM, version 12.0 
- Includes "Software Library for Hams" CD-ROM, version 2.0 Part #: ANTCOMP4 
(while supplies last) Reg Price: $20.00 * Special Price: $18.95 


Part #: TRAHO8 (soft cover) 
Reg. Price: $44.95 » Special Price: $42.95 
Minimum order: $25 7 


BOOKS & MANUALS 


ARRL Books 
Basic Radio 
Understanding the Key Building Blocks 


- by Joel Hallas, W1ZR 


FINALLY - an introduction to radio FOR 
EVERYONE! What it does and how it 
does it. 


Basic Radio reveals the key building blocks of radio: receivers; 
transmitters; antennas; propagation and their applications to 
telecommunications; radionavigation; and radiolocation. This book 
includes simple, build-it-yourself projects to turn theory into practice, 
helping reinforce key subject matter. Basic Radio brings the magic of 
radio to life! 


| Basic Radio builds upon knowledge of elementary electronic concepts as presented in ARRL’s 
Understanding Basic Electronics or a similar course. This book will provide the foundation in radio 
theory and practice necessary for anyone undertaking more advanced topics such as those 
presented in The ARRL Handbook for Radio Communications. 


Part #: BR ° Price: $29.95 


Best of the New Ham Companion 


Selected QST articles on 
all aspects of ham radio from 
the beginners perspective. 


Part #: NHC 
Reg. Price: $12.00 * Special: $11.40 


low distortion radio equipment, the use 
of direct conversion and phasing 
methods as a serious communications 
architecture, and a hands-on embracing 
of digital signal processing. 


The amateur bands up to 2 meters are considered, and are illustrated 
with CW and SSB gear. The book uses some mathematics where 
appropriate. It is, however, kept at a basic level. 


| This work is successor to the widely popular Solid-State Design for the Radio Amateur, published in 
1977. CD-ROM included with design software, listings for DSP firmware, and supplementary 
articles. 528 pages. 


Part #: EMRF e Regular Price: $49.95 ¢ Special: $43.95 


Increase Your Speed 


Cassette Tapes 


10-15 WPM: 
Part #: CODE1015 « Reg. Price: $14.00 * Special: $7.00 


13-14 WPM: 
Part #: CODE1314 « Reg. Price: $14.00 « Special: $7.00 
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HF Digital Handbook - 4th Edition 


— by Steve Ford, WB8IMY 


ARRL’s HF Digital Handbook is your 
guide to understanding the most active 
HF digital communication modes in use 
today. 


‘HF DIGITA 
HANDBOOK 


Steve Fora, wBEUY 


There is something here for every radio operator—beginners and more 
advanced operators alike. And, as this technology rapidly advances, 
your increased understanding of digital communication techniques 
will make certain that you stay in the race as new modes and 
methods unfold. 


This fourth edition book includes expanded station setup information, discussion of PSKMail and 
other varieties of PSK, new content on Olivia, DominoEX, HF digital voice and image modes, and 
Automatic Link Establishment. 


Just getting started? All it takes is your sound-card-equipped computer and your HF transceiver. 
ARRLs HF Digital Handbook will guide you through the rest! 


Part #: HFDIGIT « Price: $19.95 


to Radio Frequency Design 


A thorough treatment of the 
fundamental methods of radio 
frequency design using mathematics 
as needed to develop intuition for RF 
circuits and systems. 


Introduction 


You'll find emphasis on applications of simple circuit models whenever 
possible. Prepares readers to actually design HF, VHF and UHF equip- 
ment. Book includes a CD-ROM with ARRL MicroSmith Smith® Chart 
simulation software, and a suite of design and analysis software. 


* Wes Hayward, W7ZO!_ * 400 pages, 1.5 Ibs. 


Part #:ITRFD « Price: $39.95 


Back issues on CD-ROM. Requires Microsoft Windows. 


1995 
Part #: QST-QEX95 * Reg. Price: $29.95 * Special: $18.95 


1996 
Part #: QST-QEX96 « Reg. Price: $29.95 * Special: $18.95 


RFI Book 


If you’ re like most hams, 
radio-frequency interference has 
caused you headaches on more than 
one occasion during your ham career. 


Odds are, you're not anxious to repeat these RFI experiences! Despite 
our best efforts to lay RFI to rest over the past nine decades or so, it 
remains very much with us. 


Part of the reason is that there are as many kinds of RFI as there are 
kinds of electronic devices. Add to that the variety of environments in 
which these devices can be installed, and you've got a thorny problem. Just when it looks like one 
type of interference problem has been licked, a new electronic device that is susceptible to RF 
energy enters the marketplace. 


Part #: RFle Reg. Price: $24.95 * Special Price: $15.95 


ARRL Books — 
Emergency Power for Radio Communications 


EMERGENCY 


When all else fails... 
-how will you communicate? 


Tools for... 
- Emergency or Backup Power! 
- Energy Independence! 
- Portable Energy! 


With Emergency Power for Radio 
Communications, you will explore the various 
means 5 electric power SENOEM Marg felis charging batteries, to 
keeping the lights on. 


This book covers the foundation of any communications installation-the power source. Use this 
book to plan ways to stay on the air when weather or other reasons cause a short-term or long-term 
power outage. Find ways to reach beyond the commercial power grid. Identify methods for alterna- 
tive power generation that will work best in your particular situation, perhaps taking advantage of 
possibilities already on hand. 


Part #: EP « Price: $19.95 


Operating Manual for Radio Amateurs 


— 9th Edition 


If you're an active ham radio operator, 
you probably have a story about your 
first radio contact. 


Many hams remember that experience even 
more than their first license examination. 
That’s because operating is fun and exciting! 


The ARRL Operating Manual for Radio Amateurs is the most complete 
book about Amateur Radio operating. It was written to help guide you 
through the dozens of ways hams communicate with each other. It 
contains information that every ham needs: 


Beginners - explore the broad range of ham radio activities, practices and events. 
~ Intermediate hams - sharpen your skills, earn awards and participate in contests. 


Experienced hams - find frequently needed references, details on new technology, 
and new ways to enjoy your favorite activities. 


New Edition - Extensively Updated! This 9th edition is the BIGGEST revision in years! Over 80% of 
the content has been completely re-written. You'll enjoy the latest information! 


352 Pages. Ninth edition, first printing. © 2007 


Part #: OM @ Price: $29.95 


RF Amplifier Classics 


Practical design & construction 
from the pages of QEX and NCJ. 


RF oF ier 


Planning to build an amplifier compares well 
to the work of a cook searching for a recipe 
and all the ingredients. Find the right design, 
and then locate the parts and components to 
begin building. 


Part #: RFAC ° Price: $19.95 


Minimum order: 


and more! 


BOOKS & MANUALS 


Software Library for Hams 
CD-ROM, Version 2.0 


Quick access to utilities, applications 

and information: 

¢ Book excerpts and a selection of 
articles from the pages of QST 
magazine 

* Contesting software, including 
N1MM Logger 

e Jason low-frequency digital software 

e Weather Satellite software 

¢ WinDRM digital voice software 

¢ HF digital software for PSK31, MFSK16, MT63, Slow-Scan TV, 
Digital SSTV, RTTY and more 

¢ WSJT software for meteor scatter and moonbounce 


RF Parts Company « 2008 


The content on this CD-ROM is divided into folders which contain software for a variety of ham radio 
applications. You'll also find programs for APRS, Winlink 2000, packet radio and satellite tracking. 
Plus, handy software tools for calculating transmission line loss, creating custom DSP audio filters, 
and more. Bonus files include ARRL screensavers, audio samples, video files, and PowerPoint 
presentations. 


Minimum System Requirements: A 400 MHz Pentium PC with 256 MBytes of RAM and Microsoft® 
Windows® XP or Windows 2000. 


Part #: SLH-CD « Price: $19.95 


Understanding Basic Electronics — 

; | Written in an easy to understand 
style for electronic beginners; 
as well as those who wani to 
brush up on electronics principles. 


Starting with math skills, the book progresses 
to de and ac electronics principles. It con- 
cludes with clear, simple explanations of how 
components like diodes, transistors & 
integrated ERE work. Perfect for students, hams & everyone 
with an interest in the electronics side of ham radio. 


300 pages, 2 Ibs. 


Part #: UBE « Price: $29.95 


VHF Digital Handbook 


— by Steve Ford, WBSIMY 
Today’ s Amateur Radio operators 


are using digital radio applications for 
fun, technical achievement, and public 
service. And it’s no wonder. Getting 
started often requires little more than a 
VHF radio and a computer. 


Without complicated “owners manual” 
jargon—ARRLs VHF Digital Handbook 
presents the material through a unique how-to approach and 
friendly, conversational style. Readers will understand how to 
setup and operate their equipment and software, and make the 
best use of their VHF digital station. 


Part #: VHFDIG « Price: $19.95 


ALPHA 76A, PA & CA 


Service/Owners Manual 


¢ 2 KW Linear Amplifier, two & three 
3CX400A7 tubes. 
* Copy of original manual. 


Part #: SMA76 * $8.00 


ATLAS 210X/215X 


Service/Owners Manual 
* Schematics, voltage readings, operation, etc. 


Part #: SMA210X * $15.00 


| ATLAS TX-110 


installation and 
Operation Manual 


Part #:SMATX110 ° $6.50 


CLEAR CHANNEL 
AR RANGER 3300/3500 


Service Manual 
¢ Ranger 10M Transceiver. 


Part #: SMAR « $10.00 


CYBERNET 


Service Manual 
*¢ For "Export" Radios 


Part #: SMCVEX « $15.00 


DENTRON CLIPPERTON L 


Operating Manual 
* Copy of original manual. 


Part #: DCL « $8.00 


DENTRON 
DTR-2000L LINEAR 


* Conservatively rated 2 KW PEP. 160-15 
meter (modifiable to 10m). Uses 
8877/3CX1500A7 tube. 

* Copy of original manual. 


Part #: SMD20 « $7.00 


DENTRON 160-10L 


Service/Owners Manual 
* Uses four 572B tubes. 
* Copy of original manual. 


Part #: SMD160 © $7.00 
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Service & Owners Manuals 


| HAFSTROM 


DENTRON MLA1200 


Service/Owners Manual 
* Uses one 8875 tube. 
* Copy of original manual. 


Part #: SMD12 ° $12.00 


DENTRON MLA2500 


Service/Owners Manual 
¢ Uses two 8875 tubes. 
* Copy of original manual. 


Part #: SMD25 « $25.00 


GALAXY 


Service Manual 
* Second Edition. 
* See our website for a list of included models. 


Part #: GSMCBC » $20.00 


GONSET 
GSB201 Linear 


Service/Owners Manual 
* Uses four 811A tubes. 
* Copy of original manual. 


Part #: SMHGSB « $6.00 


GONSET 903A / 913A 


Instruction Manual 


* For single band 6m & 2m amplifiers. 
* 4X150A/4CX250B, 500w input 


Part #: GON903 ° $8.50 


LK-2000HD 


Instruction Manual 


* Linear Amplifier and DL-2000 Dummy Load. 
* Copy of original manual. 


Part #: SMHLK2000 ° $5.00 


HALLICRAFTERS 
HT-41 Linear 


Service/Owners Manual 
* Uses two 7094 tubes. 
* Copy of original manual. 


Part #: SMHT41 * $7.00 


HAMMERLUND 
HXL-ONE Linear 


Service/Owners Manual 
¢ Uses two 5728 tubes. 
* Copy of original manual. 


Part #: SMHXL1 ° $9.00 


HEATHKIT 


AC Power Supply HP-23A 


Assembly & 
Operating Manual 
* Copy of original manual. 


Part #: AMHP23A « $4.50 


HEATHKIT 


Linear Amplifier SB-200 


Assembly & 
Operating Manual 


* Uses two 572B tubes. 
* Copy of original manual. 


Part #: AMSB200 « $12.00 


HEATHKIT 
Linear Amplifier SB-220 


* Technical 

* Operating 

* Schematics 

* Parts List 

* Copy of original manual. 


Part #: AMSB220 » Call 


HICKOK 
MODEL 600 Tube Tester 


Operating Instructions 
* Copy of original manual. 


Part #: SMH600 «© $7.50 


MAGNUS 
MA1000B Linear 


Service/Owners Manual 

‘* KW Mobile Amp. Includes schematics, parts 
list, etc. Uses 8 power transistors. 

* Copy of original manual. 


Part #: SMMA « Price: $16.00 


| NATIONAL NCL 2000 


Service/Operating Manual 

* Two 8122 tubes. 1000 watt average, 2000 
watt PEP input, 80-10M. 

* Copy of original manual. 


Part #: NCL2000 * $9.95 


: 
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PALOMAR 90A 


Service Manual 

* Schematics, voltages, operation, parts list, - 
pictures. 

* Copy of original manual. 


Part #: SMP90A « $5.00 | 


PALOMAR 350Z Manual 


* Schematics, voltages, operation, parts 
jist, pictures. 


Part #: SMP350Z ¢ $15.00 


PRIDE DX300 


Service Manual 


* All schematics, tuneup, parts list, etc. Uses 
4CX250B. 
* Copy of original manual. 


Part #: SMDX300 « $12.95 


PRIDE KW-1 


Service Manual 


* All schematics, tuneup, parts list, etc. Uses 
4CX250B. 
* Copy of original manual. 


Part #: SMPKW1 * $12.95 


PRIDE TF1000 Counter 


Service/Owners Manual — 
* Schematics, basic repair info. 
* Copy of original manual. 


Part #: SMTF1000 © $6.50 


RAYTHEON RAY-1000 


Owners Manual 


* For 1000W output HF Amplifier 
* 4CX1500B. 
* Schematics, parts lists, etc. 


Part #: RAY-1000 © $7.00 


RCI-2950/2970 


Service Manual 
* Revision F 
* 10M Transceiver, includes new "SMT". 


Part #: SMRC129 
Reg. Price: $40.00 
Sale: $35.00 


40700 Customer Service, Tech Support 760-744-0500 


Price and availability subjec 


‘Service & Owners Manuals — 


RCI-2950DX/2970DX 


Service Manual 
¢ 10M/12M Transceiver. 


Part #: SMRC129DX « $10.00 


SWAN Model 350C 


Service/Owners Manual 
* Copy of original manual. 


Part #: SMS350C * $15.00 


RCI-5000/7000/9000 


Service Manual 
° VHF Marine H.T. Transceiver. 


Part #: SMRC320 
Reg. Price: $25.00 
Sale: $21.95 


RCI-5500/6500/8500 


Service Manual 
* VHF Marine Transceiver. 


Part #: SMRC155 © $17.75 


SWAN Model 500C 


Service/Owners Manual 
* Copy of original manual. 


Part #: SMS500C « $15.00 


SWAN Model 700-CX 


Operation & 
Maintenance Manual 
* Copy of original manual. 


Part #: SMS700CX * $10.00 


SILTRONIX Model 1011B 


Installation, Operation 
& Maintenance Manual 
* Copy of original manual. 


Part #: SIL1011B * $10.00 


SILTRONIX Model 1011C 


Installation, Operation 
& Maintenance Manual 
* Copy of original manual. 


Part #: SIL1011C * $10.00 


SWAN CYGNET 270 


Service/Owners Manual 
* Copy of original manual. 


Part #: SMS270 * $12.50 


SWAN CYGNET 2708 


Service/Owners Manual 
* Copy of original manual. 


Part #: SMS270B ° $12.50 


SWAN Model 350 


Service/Owners Manual 
* Copy of original manual. 


Part #: SMS350 ° $15.00 


Minimum order: $25 oe 


SWAN 1200-X LINEAR 


Service/Owners Manual 


¢ Uses four 8950 tubes. 
* Copy of original manual. 


Part #: SMS1200 « $7.50 


SWAN MARK Ii 


Linear Amplifier 
Operation & 
Maintenance Manual 


¢ 2 KW Input 80 through 10 meters. Uses two 
3-500Z tubes. Complete with schematics. 
* Copy of original manual. 


Part #: SMSMKII « $7.00 


UNIDEN HR-2510 


Service Manual 
¢ 10M Transceiver. 


Part #: SMHR25 « $17.50 


UNIDEN 
HR-2510 & HTX100 


* High Power modification using MRF497. 
Reprint from "73 Magazine". 


Part #: HR2510MOD 
Price: FREE with order 


UNIDEN HR-2600 


Service Manual 
* 10M Transceiver. 


Part #: SMHR26 ° $17.50 


BOOKS & MANUALS 


Tube Books 
G.E. Tubes - Essential Characteristics 


A comprehensive listing 

of modern vacuum tubes 

including receiving and "sweep" tubes. 
¢ 14th edition 

* 473 pages 

* 1 Ib. 


Part #: GETUBE « Price: $13.95 


RCA Transmitting Tube Manual TT-5 


Design information and schematics for 
Tube Linear Amplifiers, plus data 
sheets on popular tubes up to 4 KW 


Tubes input. 


¢ 316 pages 
* 2.1 Ibs. 


Part #:TTM @ Price: $12.95 


Technical Series RF-30. A high quality 
reprint of the 1973 RCA Receiving Tube 
Manual (Technical Series RC-30). 


Includes tubes not found in RC-19. For example: 6CA6/EL34, 
5AR4/GZ34, 6DJ8, 6DN7, 6LF6, GAG6A/EL509, 6550, 7189, 7591 
and the 7868 to name a few. Also includes picture tubes and indus- 
trial receiving tubes. 


° 755 pages 
° 2 bs. 


Part #:RC30 « Price: $24.95 


Extending Transmitter Tube Life 


@ 


Eimac Application Bulletin Number 18. 


Part #: EAB18 « Price: $1.00 


RF Parts Company ° 2008 


BOOKS & MANUALS 


Technical Books 
ON SEMICONDUCTOR™ 
MECL Data 


Technical data for a broad line of 
MECL integrated circuits. 


* DL122/D, Rev. 7, 471 pgs. 


Part #: MECL ° Price: $5.95 


Power MOSFETs data sheets, applica- 
tion notes, case outlines and package 
dimensions. 


* DL135/D, Rev. 7, 1420 pgs. 


Part #: TMOS »° Price: $9.00 


ON SEMICONDUCTOR™ = 
BIPOLAR POWER TRANSISTOR DATA 


Technical data for Motorola’s broad line 
of silicon power transistors. 


* DL111/D, Rev. 8, 788 pgs. 


Part #: BPTD ° Price: $9.95 
Limited Supply 


ON SEMICONDUCTOR™ = 
RECTIFIER DEVICE DATA 


With index and cross-reference, selec- 
tor guide, schottky data sheet, surface 
mount info, standard and fast recovery 
data sheets, package outline dimen- 
sions and footprints, etc. 


* Revision 3, 576 pages, 1.75 Ibs. 


Part #: RDD « Price: $4.50 
Limited Supply 


ON SEMICONDUCTOR™ 
THYRISTER DEVICE DATA 


Thyristers are solid state switches 
which act as open circuits capable of 
withstanding the rated voltage until 
triggered. This book includes symbols & 
terminology, theory & applications, data 
sheets, surface mount package 
information, etc. 


* Revision 7, 670 pages, 1.5 Ibs. 


Part #:TDD « Price: $4.50 
Limited Supply 


ON SEMICONDUCTOR™ 
TVS/ZENER DEVICE DATA 


Technical data for Motorola Transient 


Voltage Suppressors and Zener diodes. 


Complete specifications for the individual devices are provided in the 
form of data sheets. 


* Revision 2, 445 pages, 1 Ib. 


Part #:TVS. ¢ Price: $4.50 
Limited Supply 


Principles and Practical Applications 
Written by experienced RF design engineers from Motorola's Semicon- 
ductors Product Section, this book is devoted to specific designs of cir- 
cuits such as amplifiers, oscillators, switches, pulsed power, 
state-of-the-art devices, and design techniques. Includes 

coverage of various modulation methods, i.e. FM and SSB. 

* 235 pages, 1.5 Ibs. 

* Norm Dye and Heldge Granberg 


Part #: RFT2 ¢ Price: $54.95 


RF CIRCUIT DESIGN 


For the person who has design experience. 
You learn: Procedures for designing your own low-pass, high-pass, 
bandeaus, and bandstop filters; How to design single and multires- 
onator circuits; Impedance matching, both real and complex, with the 
aid of Smith Charts and numerical values; the difference between 
small and large signal amplifiers and the step-by-step procedures for 
designing the latter. 


* Newnes, 176 pages, 1 Ib. 


Part #: RFCD « Price: $29.95 
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Technical Books Hobby Books 
SEMICONDUCTOR CROSS REFERENCE on CD/ROM The “Screwdriver Expert's” Guide to CB Repairs 


New International Edition features repairs and modifica- 
AICONDUCTOR CROSS REFERENCE * Minimum system requirements: Windows 95 or higher, and 60mb of tions for AM, FM SSB equipment. Includes American 
> tteltede =| ~_—séree isk space. : P , 
: Ne Dhenpncsciedigeiany mae British and European rigs. 
; Part #: SCRB-CD « Price: $39.95 


BOOKS & MANUALS 


RF Parts Company * 2008 


THE Covers peaking of receivers, transmitters, modulation, mike problems, 
“SCREWDRIVER antenna & SWR problems, detailed frequency modifications for both 
marl GUIDE | crystal & PLL radios. 
New Loaded with charts, illustrations, and specific instructions for most 
Se TERNATIONAL brands including the new export models. This latest edition also cov- 
| ie ers slider and broadbanding tricks, FM conversions, and much more! 


¢ By Lou Franklin 
¢ Published by Publications Internationa (1987) 


eae Part #: CBEXP 
Price: $22.00 « Sale Price: $19.95 


SIMPLIFIED DESIGN OF SWITCHING POWER SUPPLIES — 
This is an all-inclusive, one-stop guide to switching Understanding & Repairing CB Radios 8 8=—— 


power supply design. for the Professional Technician 


¢ By Lou Franklin 
¢ Published by CB City International; 1st ed edition (1988) 


JOHN D. LENK This unique book describes the operation of each circuit in detail, re- 
iri i ign experi to use the techni . Step-by- 
- quiring no previous design experience to use the techniques. St@P-DY" |. includes AM, FM, SSB & CW models, 23 & 40 channel circuits, 


step instructions and diagrams render this book essential for the ; : ee : ; 
SIMPLIFIED |e ont and the aerinenier es well’as the desen trotecsional. crystal & PLLsynthesized types, American, British & export radios. ae 


Giant 370-page technical book for the professional repairman. Picks up where the "SCREWDRIVER 
EXPERT'S" GUIDE leaves off. Includes circuit descriptions & troubleshooting guide for 23- & 40-Ch., 
crystal & PLL, solid-state & tube, AM, FM, SSB, CW, American & export models. 


Simplified Design of Switching Power Supplies concentrates on the 
use of IC regulators and examines a selection of external components 
that modify the IC-package characteristics. All popular forms of switch- 
ing supplies, including DC-DC converters, inverters, buck, boost, buck- 
boost, pulse frequency modulation, pulse with modulation, 
current-mode control and pulse skipping, are specifically examined. 
The design examples may be put to immediate use or may be modi- 
fied to meet a specific design goal. This book is an instructional text 
for those unfamiliar with switching supplies or as a reference for those 


ianeed ofa retresher Part #: UARCB « Price: $39.00 « Sale Price: $38.00 


Covers test equipment (& where to find it), transistor basics, synthesizers, receivers, transmitters, 
power supplies, T/R switching, antennas, interference, parts & accessory sources. Over 350 
illustrations including schematics, charts, and photos. Huge subject index also lets you look up re- 
pairs by symptoms. "Must" reading for the serious CB technician! 


* 220 pages, 1 Ib. 


Part #: SDSPS © Reg. Price: $31.95 * Special Price: $27.95 FP SS UNS OSc 
f CB PLL Data Book 


* by Lou Franklin 
* Paperback, 130 pages 
DATA BOOK * Published by Publications International (1982) 


Eiieh * New International Edition; the ins & outs of PLL chips. 


ECG SEMICONDUCTOR INSTANT CROSS 


* Crossref. book on Floppy Disk! 3.5” 1.44MB 


Part #: CBPLL 
Price: $19.95 * Sale Price: $16.95 


wall 
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Part #: ET2604 ° Price: $8.50 Fell 


A Repair & Modification en 
nce American. BrBiah, 8 European CB 
‘Aik FAL SSB Crewe 


EXTENDING TRANSMITTER TUBE LIFE | TEXAS STAR SERVICE MANUAL — 


A Carefully followed program of filament voltage man- Service Manual for Amp Series MOD-V, MOD-P, DX250, 
agement can substantially increase the life expectancy DX250HDV, DX350HDV, DX400, DX400V, DX500, DXSOOV, 


of AM/FM Broadcast transmitter power grid tubes. DX667, DX667V, DX1200 and DX1600. 


Reprint of CPI/Eimac Application Bulletin #4B-18. Full circuit board component layouts, with detailed schematics for CW 


vou mod X88 Star. |... | transmitter to amplifier 
Dx4s0¥ 0x80. OX INEST, OXSETY 041200, ween conversions. 
Part #: ETTL ¢ Price: $1.00 SERVICE MANIAL 


¢ 50 pages 


Part #: TEXAS1 « Price: $24.95 


Minimum order: $25. 
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Hobby Books 
CB Tune Up Manual 


Master Index 


Volume 2 — Information on popular 
transceivers. 
Part #: CBTUP2 « Sale Price: $19.95 


Volume 3 — More of the same. 
Part #: CBTUP3 « Sale Price: $19.95 


Volume 5 — Latest equipment and new 
ideas. 
Part #: CBTUP5 « Sale Price: $19.95 


Volume 6 — More of the same. 
Part #: CBTUP6 ° Sale Price: $19.95 


Volume 7 — The latest information. 
Part #: CBTUP7 « Sale Price: $19.95 


Electronics for Dummies 

by Gordon McComb, Earl Boysen 

Whether you're a do-it-yourselfer, hobbyist, or student, this book will 

turn you on to real-world electronics. It quickly covers the essentials, 

and then focuses on the how-to instead of theory. It covers: 

* Fundamental concepts such as circuits, schematics, voltage, safety, 

and more 

* Tools of the trade, including multimeters, oscilloscopes, logic 
probes, and more 

* Common electronic components (e.g. resistors, capacitors, 
transistors) 

* Making circuits using breadboards and printed circuit boards 

* Microcontrollers (implementation and programming) 


Electronics 


Electronics For Dummies is your quick connection to the stuff you need to know. 


» Part #:EFD ¢ Sale Price: $21.99 


ZEAL | © 200+ pages, 1 Ib. 
Radio/Tech | ~- Modifications, alignments, diagrams, etc. 
Modifications Bo ee 


Volume 9A — Kenwood, ICOM, 
Scanners, etc. 

* By William V. R. Smith 

* Paperback, 224 pages 

* Published by Artsci (1997) 

* 1.2 Ibs, 


Part #: RTM9A « Sale Price: $14.95 


Volume 14A — Kenwood, ICOM, Scanners, etc. 
* By William V. R. Smith 

* Paperback, 200+ pages 

¢ Published by Artsci 


Part #: RTM14A « Price: $19.95 


Volume 14B — Yaesu, Alinco, Standard, etc. . 
* By William V. R. Smith 

* Paperback, 200+ pages 

* Published by Artsci (2002) 


Part #: RTM14B « Price: $19.95 
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Ham Radio for Dummies 


by Ward Silver, NOAX 


You can be a lifesaver while you make new friends. Find out about 
ham radio and join the fun! 


Hams do cool things like talking to folks around the world and helping 
with communications during emergencies. Here's the scoop, including 
licensing requirements and how to set up a station. And if you're 
already licensed, this book will help you start sounding (and feeling) 
like a pro! 

Rest of Ust 
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* Explanations in plain English 

* "Get in, get out" information 

* Icons and other navigational aids 
* Tear-out cheat sheet 


* Top ten lists 
¢ Adash of humor and fun 


Discover how to: 

* Understand ham jargon 

* Communicate on the air 

* Prepare for the license exam 

* Set up a radio shack 

* Help in an emergency or natural disaster 
* Be a ham on the go 


About the author: Ward Silver is an electrical engineer who's been a licensed ham for 31 years. His 
ham radio call sign is NOAX. He is a contributing editor and columnist for QST, the monthly magazine 
for ham operators published by the American Radio Relay League (ARRL-The national association 
for AMATEUR RADIO). 380 pages. © 2004, by John Wiley & Sons, Inc. 
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Two-Way Radios & Scanners for Dummies 


by H. Ward Silver, NOAX 

Are you new to radio? This book will help you discover a fun new 
hobby with helpful possibilities. Get directions, talk to folks around 
town, or find out whether the fish are biting. Want to check out the - 
morning news in London, help out in emergencies, or tune in to the 
big race? Radio opens up a world of possibilitiestiterally. This handy 
guide tells you about the equipment you need, fills you in on radio eti- 
quette, shows you how to stay legal, and gives you lots of cool ideas 
for 

family-friendly radio activities. 
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Two-Way Radios 
& Scanners 


Already a licensed ham or scanner user? Learn about alternate types 
of radio, such as FRS or MURS-what are the rules, really? Here is the 
information you need on other radio services such as Aviation, ; 

Military, and Land Mobile. Put the wideband receive capabilities of your ham rigs to work! Not found 
in Amateur Radio, trunking radio systems can be quite mysterious, but this book shows you how to 
listen in using a scanner. You'll also find lots of references to Web sites with frequency information 
for local businesses and government agencies. 


Are you involved in emergency communications or in training emergency volunteers? This book will 
broaden your understanding of the radio services that are available to the emcomm responder. 
Volunteers can use the book as a training manual for radio use. The frequency lists and reference 
Web sites are invaluable for designing a communications plan. 


Discover how to 

* Choose and operate different types of radios 

* Get a license if you need one 

* Use the appropriate radio jargon 

* Communicate in emergencies 

* Program a scanner 

* Tune in signals from public service action to sporting events 
* Install radios safely and effectively 
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Special parts unique to this product line. 


° Cabinet Covers e Faceplates e Lamps e Lens 
e Meters ¢ Variable Pots e Relays ¢ Chokes 
¢ Switches ¢ Combiners 


See website www. rfparts.com for additional information 


‘PRIDE DX300 - KW-1 - P100 


L.V. B.S. Board, blank #82-0300-02B $ 18.80 


Potentiometer 500 Ohm/4 W #18-5001-02 14.95 
_ H.V. BS. Board, blank #82-0300-01 9.20 
H.V. P.S. Board Assembly #1 #82-0300-01-1 Call 
H.V. P.S. Board Assembly #2 #82-0300-01-2 Call 
DX-300 Input PCB, blank #82-0300-03 1255 
_P100/P150 preamp PCB blank #0100-03 9.50 
P100/P150 assembled preamp #0100-03A 27.00 
P100/P150 preamp assembly w/rel. #0100-03AR 44.60 
9:1 Input Transformer #01-0300-22 5.95 
Plate Transformer, H.V. #25-0300-01 199.90 


1800VAC 500mA/2000VDC Bridge 4CX250B, 125VAC Primary 


69.95 


Transformer/Fil.+L.V. #25-0300-02 
550VAC CT +6VAC Fil 4CX250B, 3 lbs. 
Cabinet Cover: DX-300 & KW-1 #DX-300COV 25.00 


SPECIAL SERVICE PARTS 


GALAXY Transceivers “DX” Series 


Special parts unique to this product line. 


¢ Crystals °|C’s e Freq. Counter 

e Microphones ¢ Bezels ¢ Knobs 

e Lamps ¢ Ceramic Filter ¢ Diodes 

¢ Echo Boards e Faceplates e Meters 

¢ Covers e Chokes ¢ Switches 

¢ Potentiometers e Hardware e Service Manuals 


See website www.rfparts.com for additional information 


HEATHKIT SB200 & SB220 


e Resistors e Filter Capacitors ¢ Variable Capacitors 
e Relays e Chokes e Zener Diodes 
*Doorknob Caps - °¢ Rectifier Diodes 

METER SHUNT RESISTOR for HEATHKIT 4 


Pa 
a 


0.82Q 5% Wirewound, vitreous enameled, axial lead. Rated 7w. 
Replaces 2w resistor in SB220/SB221, 


Part #:R7-.82 $2.95 each Fg 


MISCELLANEOUS 


Crystal, 100 KC Palomar/Atlas/Swan $15.00 
ATLAS 210/215 Series: Meter, Black Face 17.50 
ATLAS 350XL PA. Driver Mod info N/C 
ATLAS 120/240 VAC Power Transformer #210/215 47.75 
Palomar PS. Filter Board, blank #321PS 8.95 
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MISC. PARTS & SUPPLIES 
JBC100 VHF Transcelver 


ON THE JOB 
COMMUNICATIONS 
from Ritron 


e Range 1-3 miles (typical), 
dependant on obstructions. 


e Duty Cycle-8 hours normal operation 
per charge. 


e Powerful 1 watt Transmitter. 


e VHF operating frequency gives greater 
range than the new FRS UHF HTs. 


e Ni-Cad Rechargeable Batteries recharge overnight. 

e AC Battery Charger included. 

e Squelch Control. User adjustable to eliminate unwanted noise. 
e Repairable, constructed with standard components. 


e Jack for coaxial connection to base or mobile antenna. 


You are eligible to operate on one of these frequencies if 
engaged in a commercial activity and will use the radio within a 75 
mile radius of your permanent business location. 


Please specify Channel: “Blue” Channel (154.570 MHz), or 
“Green” Channel (154.600 MHz) 


Reg. Price $199.00 * Our Special Price $79.95 


Buy now below Wholesale Price! 


Auxillary 12V Fuse Block 


Common terminal block for 6 loads, each with its own 
fuse. Rated at 30 amps (max) total current. 


Includes: 


* 20" main power cord 
¢ Dust protection cover 
¢ Spade lugs 

* Securing screws 


(individual fuses not supplied) 


Part #: AFB-400 © Price: $14.95 
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Deluxe ‘AGU Fuseholder 


Water resistant fuse holder. 


Ideal for mobile installations. 

. Gold plated parts make for a 
- striking appearance. Handles 
up to 4 ga. wire. 


Part #: AGUFH1 

Price: (1-5) $3.95 ea. 
(6-11) 3.45 ea. 
(12-24) 3.25 ea. 


+5V & +12V 


UL Listed. Quality computer power supply. 
Ideal power source for home projects, relay 
control circuits, QRP Station, etc. Just re- 
move the plug and wire directly. New in box. 


, Input: 120VAC 60 Hz 
Output: +5.1 VDC 600ma 
+12 VDC 1000ma 
3.5 Ibs. 
5 pin DIN Male Plug 


Net weight: 
Connector: 


Part #:T66R ¢° Special $4.95 ea. 


Universal AC Adapter 


1.5-12 volt, 
~ 300Ma max. 
_ Selectable polarity, 6 plugs. 


Part #: PH62098 
Price: $7.95 ea. 


Fast Delivery Wie 


Orders placed by 3:00 p.m. Pacific Time 
will normally be shipped the same day. 


Next Day Delivery is available. 


800-737-2787 - 760-744-0700 
fax 760-744-1943 - orders@rfparts.com — 


ases, C 


Heavy Duty assis & En Chassis meres navere 


Heavy Duty Steel Chassis 


Plated, ideal for applications where extra strength is required, such as power supplies, etc. 


MISC. PARTS & SUPPLIES 


2008 


RF Parts Company. : 


PartNumber Description = Slee, eee ett Price 
CHAS 7x5x2-S Cad plated steel "x5" x2" $5.95 
CHAS 7x7x2-S Cad plated steel "x7" Q" 5.95 
CHAS 17x13x2-S Cad plated steel 47" x 13 "x 2" 9.95 
CHAS 17x10x3B-S Steel chassis with baked black wrinkle (some blemishes 
in black finish) 47"x10"x3" 9.95 
Part Dimensions Price Each H 
<a Number _W'xD"xH"xthick" 45 6-240 25 up Die Cast Enclosures 
Cases CHAS1444-16 10 x 6x 2x .040 $12.40 $10.95 $10.50 
CHAS1444-20 47x 4x3x.040 21.75 19.30. 18.00 
CHAS1444-22 42x 8x2x.040. 23.50 24.30 19.45 
CHAS1444-24 42x8x3x.051 21.90 19.40 18.50 
CHAS1444-26 46 X 8X 2X.051 23.75 21.55 19.45 
CHAS1444-30 47 x10x2x.051 95:25. 22,40. ~ 24.35 
CHAS1444-32 47x 10x 3x.051 29.50 26.25 25.00 
CHAS1444-33 47x 10x 4x .051 42.60 37.85 36.00 
Matching C0V1434-8 6x4x.040 $4.80 $4.30 $ 4.10 Mounting Flange 
Covers _ C0V1434-16 410 x 6x .040 6.60 5.80 5.55 
C0V1434-20 17x 4x .040 7.10 6.30 6.00 
C0V1434-22 42x 8x.051 9.25 8.25 7.85 
C0V1434-26 16x 8x.054 10.20 9.20 8.70 
C0V1434-30 47 x 10x .051 9.80 8.70 8.30 
Watertight Seal 
Plastic Project Boxes & Printed Circuit Boards 
with Hardware Included 
Part Dimensions Price Each 
Number Notes, = W*XD"XH" A 524 25 up 
BOX1590A 3.62 x 1.50 x 1.22 7.00 6.40 $5.80 
BOX1590AF With mountingflange  3.52x1.80x1.22 10.50 9.65 875 
BOX1590B 4.37 x 2.37 x 1.22 8.00 7.35 6.65 
BOX1590BB 4.68x3.68x133 10.40 955 865 
BOX1590BF — Withmountingflange  4.37x2.37x1.22 12.00 11.00 10.00 
_ PGB sold separately. BOX1590C 4.68x3.68x2.21 1170 1075 975 
BOX1590D 739x4.70x2.06 1915 1755 15.95 
re nenterinuns. Top BOX1590E 7.39x4.70x3.21 20.50 1815 15.77 
ae pe pee BOX1590F 7.39 x 7.37 x 2.66 2755 25.25 22.95 
Number ___—-—sMatching PCB. W'XD"xH" = 4.8 twp | BOX15906 3.94 x 1.97 x 0.96 7.70 7.05 6.40 
BOX8921 PCB8921 $ 95 2.75 x 1.75 x 1.125 $210 $1.75 | BOXI590WHF Watertight seal with mounting flange 
BOX8922 PCB8922 1.00 3.25 x 2x 1.375 2.40 1.95 2.00x1.50x1.20 10.70 985 8.95 
BOX8923 PCB8923 1.10 4.25x2.75x 1.5 2.95 2.45 BOX1590WSF Watertight seal with mounting flange 
BOX8924 PCB8924 1.30 5.25 x 3.25 x 1.5 3.75 3.10 4.30x3.20x1.70 1745 16.00 14.55 
Weight 
OurPartNumber Mfg. = Alloy Lbs. Dia. Mfg./Notes _it Price 
SOLDER-24-031 24-6337-8501 63/37 1 031 Kester "44" $ 14.95 
SOLDER-25-.031  25-6040-0027 60/40 4 031 Kester "44" 34.95 
SOLDER-28-.040  28-6040-0039 60/40 20 040 Kester"44" 129.95 
SOLDER-X32B-.032 63/37 4. 032 Multicore 13,95 
SOLDER-22-.020  QQ-S-571E 63/37 ad 020 Gardiner 13,95 
SOLDER-24-.093 60/40 1 093 Kester "44" 9.95 
Lead-Free Solder 
Weight 
OurPartNumber Mfg. Alloy, Lbs. Dia. Mfg./Notes Price 
SOLDER-52 52006 4 125 FryTechnology/ _—-- 19.90 


Silver-Bearing Lead-Free 


Minimum order: : 525 


MISC. PARTS & SUPPLIES 
Rotary Switches 


Price Each 
PartNumber Poles Positions ===> Shaft: ae 5-9 10-up_ 
10YX025 2 5 1/4" round, non-shorting 2.00 E75) S450 
10WW033 3 3 1/4" round, shorting 2.00 BUPA ~ SAS 8) 
10YX034 3 4 1/4" round, non-shorting 2.00 dLATASy © MONO) 
pe pecs ake Ce tO le Quarter wave stub provides excellent protection with minimum 
feedthru loss. 
Mfg. Huber Suhner AG. 
Frequency VSWR 
¥ 770 aned 
Broadband 500. Coax Switches 850 107-1 
900 ess | 
1 
950 Bre 


Measured feedthru loss in the order of 0.25dB @ center frequency. 
These protectors are new and factory packaged. Available at a 
fraction of regular OEM price. 


Part #: 3400.17.S0896 ¢ Price: $55.00 ea. 


Dual AC Circuit Breaker 


120 — 240 VAC, 50/60 Hz, Body Size: 2”H x 1%”W x 134”D. 
2 circuit switching. Designed for panel mounting. 


Part # Amps Trip Amps Connections Net Ea. 


IEG11-10 10 13.1A  Push-on or Solder $7.95 
BB2-Bo 30 37.5 ~ Screw 19.95 


Part Switch Insertion Power 
Number Posit. Conn.t VSWR __ Loss _lsolation dB _ Watts _ Price 


CX210A 2 $0239 <1,05 (0-500 MHz) <0.05dB >70dB(0-200MHz) 1500 $44.95 
<4.1 (500-1000 MHz) <0.1dB  >60 dB (200-1000 MHz) 


15A Circuit Breaker 


CX210N 2  Type-N <1.05 (0-500 MHz) <0.05dB >70dB(0-200MHz) 1500 74.95 


<4.1 (500-1000 MHz) <0.10dB >60 dB (200-1000 MHz) 1 SA, 250VAC, 28VDC 
<1.15 (1000-2000 MHz) <0.15 dB>55 dB (1000-2000 MHz) 
<1.2 (2000-3000 MHz) <0.2 dB >50 dB (2000-3000 MHz) Mfg: ETA Germany 


CXS10A 3 $0-239<1.1(0-500MHz)_ <0.1dB_—_ >60.dB(0-500MHz) Note 84.95 | Part #: 45-700-Ic1-P10 
<1.2 (500-800 MHz <0.15dB  >50 dB (500-800 MHz) 2 Price: $6.55 ea 


Notes: 
(1) SO-239 connectors used in switches are special low VSWR 50W design. 
(2) 1500w (0-30 MHz), 1000w (30-150 MHz), 500w (150-800 
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MISC. PARTS & SUPPLIES 
0-308, AC Panel Meter 


Price and availabil 


Wire Kits | 
Universal Amplifier & Linear Installation Wire Kits 


Nis) 


0-30 AC Amperes 


Quality Panel Meter reads 0-30 Amps AC. 
Meter face is 1.5”x3. Shielded design. 
Manufacturer: Yokogawa, Japan. 


z /, 
4 Q's 
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SRS CATANIA 


RSS SS 


Part #: 32889 
Price: $17.75 ea. 
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RF Parts Company * 2008 


Single 20 ft. 12 AWG wire harness with 30A fuse; 30” 12 AWG ground wire plus a relay control wire. 


Part #: RD221 * Reg. List $18.00 ea. * Our Price: 1-2 $7.95 ea. 
3-9 $6.95 ea. 


Mounting 
Bracket 


1244 $0 GRAND Oe LA, CALIE 


Includes calibration resistor. When placed in series with meter, 
scale reading changes to 20V full scale. 


Face Size: 2%” x 244” 
Mounting Hole required: 2” 


Dual 20 ft. 10 AWG wire, each with 30A fuse. Dual 39” ground wire plus a relay control wire. Ideal Part #: DCVM10-20 « Price: $13.95 ea. 


for amps requiring 60 Amp power. 


Part #: RD223 « Reg. List $35.00 ea. * 1-2 $14.95 ea. 
3-9 $11.95 ea. 


‘Ideal wire for HV power supplies. 


Breakdown DC Operating Temp. 


Order# Voltage _—s Voltage = °C =O AWG. SsLeength Price. 

HV-15 0 - 15kv 105° 22 0.10 10! $6.95 

HV-17 

HV-20  60kv 30kv 105° 20 0.16 3! 1.95 

HV-25 - 20kv 150° 22 0.14 3 1.65 

HV-30  6Okv 30kv 105° 20 0.16 10' 6.75 . 

HV-40 14.0kv AOkv 90° 20 0.17 10' 9.75 244 SO. GRAND AVE. L.A. CALIF, 


Part #: DCAM50 ° Price: $13.95 ea. 


‘Special ‘Wire for RF Transformers 
Teflon Insulation 


See page 48 for specifications and pricing. Meters include mounting hardware. 


p Minimum order: $25 


MISC. PARTS & SUPPLIES 
Ground Bus Bar Assembly 


This Ground Buss Bar provides the ultimate in versatility by 
accommodating 13 connections on the 4” x 12” x 1/4” plate. 
Complete with insulated mounting hardware and includes heavy 
25 foot copper strap (2” wide, 1/16” thick). Hole size 7/16”. 


Net Weight: 17.3 Ibs. 


Part #: 487XJA2HL 
Special: $119.50 ea. 


Limited Supply 


» Brass Bus Bar Clamp 

Part #: CLAMP1 

Reg. Price: $19.95 ea. 
Special: $7.95 ea. 


Ground Clamp 


Heavy duty clamp accepts 0.5”"—1.5” O.D. pipe or rod. Made from 
heavyweight copper materials. Accepts 6-12 gauge wire. U.S. 
made to utility company specifications. 


Part #: 
Price: 


AT8981 
1-4 $4.95 ea. 
Bag of 5 $23.50 


Standoff Insulator 


Ideal for RF or HV applications. 
sia Modern moulded insulator with threaded aluminum ends. 


Size: 234"L x 24%” max. diameter. 


23,” Part #:SOI-1 © Price: $6.95 ea. 


Military Grade Fiberglass. Ideal for building “Traps”. 0.9” diameter, 12” length. Weight: 8 oz. 


Part #: STRAIN-12 ¢ Price: $3.95 ea. 


Ceramic Strain Insulator 


Military Grade. 
Light brown color, 0.75” diameter, 4” length. 


Part #: STRAIN—4 © Weight: 1 oz. « Price: $2.75 ea. 


Flat Copper Strap 

Bare Copper, ideal for RF tank coils and connecting wires, ground 
leads, DC bus bars in solid state linears, etc. This strap has rounded 
corners. Large quantity available. 


Dimensions/Inches 


Price/foot 


Part #___Width-inch__Thickness-inch__5’-49’ 50’-199' 
3TW 145 081 $ .25 $ .20 
9TW .230 120 30 25 
10TW .210 100 730 30 
11TW 185 093 40 39 
12TW 164 .084 A5 A0 


Copper Grounding Strap 


Part # Description Price 
STRAP-CU1.125 Copper, 1-1/8” wide, .006 thick. 10’ $9.00 


25’ $18.75 


os 
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‘Misc. Audio Supplies 


6’ Quality Shielded Audio Cable 


1/4” diameter standard phone plug on one end of 
flexible shielded cable, other end stripped and 
tinned. Also ideal for telegraph key, etc. U.S. made. 


Stereo Jack to Monoral Plug 
» Quality Nickel-plated plug splits monoral audio to 
stereo headphones. Ideal for use in Ham 
equipment. Top Japanese manufacturer. 


Part #: PLUG-SM «© List $3.50 « Our Price: 1-2 $1.95 ea. 
3-9 $1.10 ea. 
10-up $.95 ea. 


Speakers 


Compact Extension Speaker 
Ideal for mobile or base applications. 


- 66” cord 
- 3.5mm plug fits HT’s, transceivers, etc. 
- Size: 4 5/8” x 2 1/8” x 2” 

(includes mounting bracket) 


- Rated 8Q, 2w 
Part #: SPK-1 
Price: 1-5 pcs. $5.95 ea. 


6-up pcs. 4.95 ea. 


8002 Speaker 


2.25” Diameter, 800 


Part #: SPKS « Price: $2.00 


Kill-a-Watt Power Meter 


Connect your appliances into the Kill A 
Watt™, and assess how efficient they are. 
A large LCD display counts consumption 
by the Kilowatt-hour just like utility 
companies. You can figure out your 
electrical expenses by the hour, day, 
week, month, even an entire year. Monitor 
the quality of your power by displaying 
Voltage, Amperes, Watts, Line Frequency, 
and Power Factor. 


Accurate to within 0.2%. 


Model P4400 

Operating Voltage 115 VAC 

Max Voltage 125 VAC 

Max Current 15A 

Max Power 1875 VA 

Weight 5 oz. 

Dimensions 5 1/8" X 1 5/8" X 2 3/8" 


Part #: P4400 « Reg Price: $39.95 * Our Price: $29.95 


Minimum order: $ 


Connector Mounting Plate 


| MISC. PARTS & SUPPLIES 
880-960MHz Hybrid Combiner Panels 


RF Parts has acquired a large quantity of new Celwave 
assemblies. Each consists of a 4-port Combiner, 300 watt 
Dummy Load, and 17” x 54” Rack Panel with 15” x 9” tray. 


RF Parts Company * 2008 


We believe these units were used to combine two 
amplifiers to a common antenna. However, it would seem 
possible to split an antenna between transmitter and 
receiver with some additional filtering. 


Each panel is supplied with test data. Examination of 
typical data showed insertion losses of 3.1 dB (spec 3.25 
dB), 22 dB return loss at amplifier inputs, and >23 dB at 
antenna port (spec 18 dB). Isolation between input 1 & 
input 2 on the unit examined was > 30 dB (spec 18 dB). 
We ran a return loss / VSWR test on the dummy load, 
which shows VSWR readings of: 


Frequency (GHz) VSWR (less than) 
0-1.0 41.04 
1.0-1.3 1.03 
2.4-3.1 AeA] 
3.1-4.0 1.25 


See our website for additional data. 


Replacement Special 
Part. #24 epee Description qa Cost, * ts ePrice. 
PHH800 Complete Assembly $705.00 $289.95 
PHH800-RACK Rack Mount only 79.95 29.95 
DL300 Dummy Load 475.00 225.00 
PHH800-COUP Hybrid Coupler 125.00 25.00 
142NMNM-L 11.25” RG142 Cable Assembly 25.00 9.95 


Connector mounting plate, 
with 6 BNC (F) connectors. 


Part #: BNC-6 ° Price: $9.95 


SPECIFICATIONS 


H2 


PIN: 

@ INPUT 
@ Veer 
@® Vecz 
@ OUTPUT 
© GND 


H13A,B 


G) Pin: RE INPUT 
@ Veg : GATE BIAS SUPPLY 
@) Vpo : DRAIN BIAS SUPPLY 


@ Po : RF OUTPUT 
©) GND: FIN 


H3A,B,C 


© | ourpur| output] OUTPUT 
© ]cGno_ [Gnd [Gnd 


H14 aot 
. 
- : 9.0405 
M————— 390+ 1——_——_—_—_—_—— 
| 12.0405 
1 
(1 
a 
© @ Oly 
0.54015 
10 (MIN) 
PIN: 
@) INPUT 
@ Vee 
@) Vece 
@ OUTPUT 
©) GND 


Antenna Switching Pin Diodes 


for 50-500 MHz Applications 


Part # oan! PANS 8 re IE Aa fsmax (pF ___sApplication 
MI304 470 20 1.2W 3.0 Low power in/out 
MI308 470 50 0.7W 1.6 10w 
MI402 470 50 0.7W 3.0 25w 
MI407 470 50 0.7W 1.8 25w-40w 


Technical Data Package of listed PIN diodes: $1.75/set 


Tf, Max P max W 
Part é: Seo Mz) on PD ee 100 MHz/50ma_ C@Ov _ 25°C 
UM9401 40-1000 5.5w 1.0 25 170@|—=.2A 
UM9415 40-1000 10w 1.0 4.0 1200@1=1A 


Contact our Tech Support Department at 760-744-0500 


‘Support 760-744-0500 


Price and availabil 


Transistor Specifications 


HF Transistors 
1.5-30 MHz, HF/SSB 


Pin Pout GpE(Min) —Pkg/ 
Device ___Watts _Watts__dB @ 30 MHz_Style 


VCC=12.5 or 13.6 Volts 


MRF476 3 0.1 15 221A-04/1 
MRF475 12 1.2 10 221A-04/1 
MRF433 12159 0;125,55 20 211-07 
2SC3133 13 0.5 14 221A-04/2 
MRF406 20 eo ait 211-07 
$D1285 30 0.8 15 211-07 
MRF477 40 L250) 5 221A-04/2 
MRF460 60 4 14. 241-11 
MRF412 70 1.6 16 214-11 
2802097 75 4 13 316-01 
2803241 75 4 12 241-11 
2SC2290 80 4 13 214-44 
MRF458 80 4 12 214-11 
2802904 100 7 12 316-01 
2SC3240 100 7 12 241-11 
2SC3908 100 at 12 316-04 
$D1487 100 8 12 214-11 
$D1405 100 5 13 211-11 
MRF421 100 10 10 214-11 
SRF3662 110 10 11 211-11 
2SC2879 120 7 15 211-11 


1.5-30 MHz, HF/SSB 


vcc=28 ore 


MRF485 15 10 211A-04/4 
MRF426 25 an 22 211-07 
MRF426A 25 10 22 145A-09 
MRF401 25 WOR ee Gile} 145A-09 
MRF466 40 a2 bam 211-07 
MRF496 40 GIG tN) 221A-04/2 
MRF464 80 PEW was) 211-11 
$D1407 100 Pus) 16 211-11 
$D1726 150 6 14 241-414 
MRF422 150 415 10 211-14 
2S8C2510A 150 7 12 211-11 
(MRF422 equivalent) 

vcc= 3. vorts 

MRF427 0.4 18 211-14 
MRF428 nce 7.5 13 211-44 
MRF429 150 75 13 211-11 
MRF448 250 sion) Nas) 211-14 


14-30 MHz, CB/AMATEUR 


VCC=12.5 or 13.6 Volts 


MRF476 3 0.1 15 221A-04/1 
MRF475 4 0.4 10 221A-04/4 
MRF449 30 15 43 211-07 
MRF449A = 30 an) 13 145A-09 
MRF453 60 4 44 2114-11 
MRF455 60 3 13 211-07 
SRF2072 65 3 14 21107 
SRF7000-90 70 3 14 211-07 
SRF3775 70 3 14 211-07 
MRF458 80 3 13 214-11 
MRF454 80 5 12 211-11 
MRF492 90 4 13 211-11 
$D1446 90 5 13 211-07 
SRF3749 85 5 13 211-11 
SRF3795 90 5 13 211-14 
SRF3800 100 4 14 211-11 


27-50 MHz, LOW FM BAND 


Pout Pin GpE (Min) Pkg/ 
Device ___— Watts __ Watts _dB @ 50 MHz_ Style 


VCC=12.5 or 13.6 Volts 


MRF475 4 0.4 10 221A-04/1 
MRF497 40 - 10 221A-04/2 
$D1446 70 vf 10 211-07 
MRF492 70 5.6 41 211-11/1 
MRF492A 70 5.6 44 145-10 
SRF3800 80 5.6 12 211-11 
$D1405 100 20 7 211-11 
66-88 MHz BAND 
VCC=12.5 Volts 

MRF229 15 0.15 10/90 79-05/5 
MRF232 7.5 0.8 9/90 145A-09 
MRF233 15 15 10/90 145A-09 


MRF234 25 2.8 


88-108 MHz FM 


9.5/90 145A-09/1 


GpE (Min)/ 

Pout Pin Freq. Pkg/ 
Device____—Watts__Watts dB/MHz___ Style 
VCC=28 Volts 
SD1460 150 18 9.2/108 MHz211-14 


Minimum order: $25 


BROADCAST 


30-200 MHz BAND 


vcc= a: Volts 


MRF475 0.4 10 221A-04/1 
2N3553 oe 0.25 10/175 79-04/1 
2N5641 it # 8.4/175 144B-05/1 


MRF340 8 0.4 
2N5642 20 3 
MRF314 30 3 
MRF314A 30 3 
2N5643 40 6.9 
MRF315 45 5.7 
MRF315A 45 5.7 
MRF316 80 8 
MRF317 100 12.5 


100-500 MHz BAND 


VCC=28 Volts 
MRF313 i 0.03 
MRF324 10 0.62 
MRF323 2)  @ 
MRF338. ~—-80 12 
MRF393(6) 100 18 
2N6986(6) 100 18 


13/136 221A-04/2 
8.2/175 145A-09/1 
10/150 211-07/1 
10/150 145A-09/1 
7.6/175 145A-09/4 
9/150 211-07/1 
9/150 145A-09/1 
10/150 316-01/1 
9/150 316-01/1 


15/400 305A-01/1 
12/400 244-04/1 
10/400 244-04/1 
7.3/470 333-03 
7.5/500 744A-01/4 
7.5/500 382-01/1 


(6)=Internal Impedance Matched 
Push-Pull Transistors 


806-960 MHz BAND 


VCC=12.5 Volts—Class C 


MRF559 0.5 0.08 8/870 347-01/2 
MRF581 0.6 0.06 10/870 347-01/2 
MRF837 0.75 011 8/870 347-01/1 
MRF557 5 0.23 8/870 317D-02/2 
MRF839 3 046 8 305A-01 
MRF839F 3 0.46 8/870 319-06/2 
MRF841 i) 0.7 8.5 244-04 
MRF840 10 2.5 6 319-06 


MRF846 40 15 4.3/870 319-06/1 
MRF847 45 16 4.5/870 319-06/1 


VCC=50 Volts—Class C 


MRF1035MB 35 3.5 10 332A-03/4 
MRF41091MA 90 9 10 332-04/1 
MRF41090MB 90 9 10 332A-03/1 
MRF1150MA 150 25 7.8 332-04/1 
MRF1150MB 150 25 78 332A-03/1 


100-400 MHz BAND 


Pout Pin GpE (Min) Pkg/ 
Device Watts Watts dB @ 400 MHzStyle 
VCC=28 pons 
2N3866 if 10 79-04/1 
MRF5174 2 ae 12 244-04/1 
2SC3375 3 al 4.8/400 36-03 
MRF5175 3) 0.4 41 244-04/1 
MRF325 30 43 8.5 316-01/1 
MRF326 40 8 9 316-01/1 
JO2015A 50 5 10 316A-01/1 
MRF309 50 Dil 7 316-01/1 
MRF327 80 dA Os 7.3 316-01/1 
MRF329 100 20 i 333-04/1 
MRF392 125; 19.8 8 7T44A-01/1 
2N6985(6) 125 19.8 8 382-01/1 


136-174 MHz HIGH BAND 


Pout Pin GpE (Min) Pkg/ 
Device __ Watts __Watts _dB @ 175 MHz Style 


VCC=12.5 Volts 


MRF234 25 2.8 9.5/90 145A-09/1 


2N4427 alt 0.1 10 79-04/1 
2801970 3 0.4 10 221A-04/2 
MRF607 ou) wOn2 gs 5) 79-04/4 
2N5589 3 0.35 9 144-B05 
2N6255 3 0.8 7.8 19-02 
MRF220 4 0:25. 12 211-07/1 
MRF237 4 0.25, 12 79-05/5 
2N6080 4 O10 pe 2 145A-09 
MRF260 8) 0.5 10 221A-04/2 
2801974 7 0.6 10 221-04/2 
2SC2237 7.5 0.3 13.8 T31E 
2N5590 10 3.0 5.2 145A-09 
MRF261 10 3.0 5.2 10-220 
MRF212 10 £25, 29 145A-09 
$D1143 10 4 10 145A-09 
2N6081 15 3.5 6.3 145A-09 
2SC1972 15 2.5 1S) 221A-04/2 
MRF221 15 330 6.3 211-07 
MRF262 15 eH) 6.3 221A-04/2 
MRF2628 15 He}s) 2 244-04/1 
2801729 16 1.4 10 T31E 
2802094 17 2.0 8.8 T31E 
2SC2539 17 0.5 14.5 T3LE 
2SC2549 17 0.5 14.5 T31E 
2N5591 25 10 44 145A-09 
2N6082 25 6 6.2 145A-09 

(CONTINUED) 


MRF222 
2N6083 
MRF238 
$p1274 
MRF239 
MRF264 
MRF1946 
MRF1946A 
2SC1946 
2SC1946A 
$D1273 
$D1275 
$D1275-01 
2N6084 
MRF224 
MRF240 
MRF240A 
$D1428 
2SC2540 
MRF250 
2802630 
2SC2694 
MRF247 
MRF245 
28C2782 
$D1477 
$D1441 


25 
30 
30 
30 
30 
30 
30 
30 
32 
35 
40 
40 
40 
40 


18 
12.5 
40 


VCC=28 Volts 


SRF3841H 


40 


7 


6.2 211-07 
5.7 145A-09 
9 145A-09 
10 145A-09 
10 145A-09 
5:2 221A-04/2 
10 211-07 
10 145A-09 
6.7 T31E 
10 T31E 
9 145A-09 
9 145A-09 
9 211-07 
45 145A-09 
45 211-07 
9 145A-09 
9 211-07 
6.5 316-01 
8.2 316-04 
4.4 244-11 
if 316-04 
6.7 316-01 
7 316-04 
6.4 316-04 
6.4 316-01 
6 316-01 
5.5 316-014 
7.6 145A-09 


Minimum Gain & power ratings are at 175 MHz. 
Operation at 146 MHz will be higher by 10-20%. 


225 WHz, ULTRA HIGH BAND 


GpE (Min) Pkg/ 


_Watts__Watts dB @ 225 MHzStyle 


Pout Pin 
Device 
VCC=12.5 Volts 
MRF207 4 0.15 
MRF227* 3 0.13 
MRF208 10 4 
MRF226 13 1.6 
vcC=28 Volts 
2802133 34 45 
28C2134 60 12 
2N6439 60 10 


8.2 79-04/4. 
13:5 79-05/5 
10 145A-09/10 


g) 145A-09/1 
8.2 311-14 
7 311-14 
78 316-14 


*Grounded Emitter TO-39 package. 


UHF Transistors — 


400-512 MHz BAND 


GpE (Min) 

Pout Pin /Freq. Pkg/ 
Device Watts Watts dB/MHz Style 
VCC=7.5 Volts 
MRF750. 0.5 0.05 10/470 305A-01/1 
MRF752 pee 0.4 8/470  249-05/1 
MRF754 8 Ps 6/470 249-05/1 
vcc=1 zs > Volts 
MRF627 0.05 10/470 305A-01/1 
MRF750. ae 0.05 10 305A-01 
MRF581 0.6 0.03 13/500 317-01/2 
MRF515 0.75 0.05 8/470 79-04 
MRF555 15 0.15 10/470 317D-02/2 
MRF629 2 0.3 8/470 79-05/5 
2N5944 2 0.18 9/470 244-04 
MRF630 3 0.33 9.5/470 (79-05/5 
2SC3020 3. 0.3 10/520 T31E 
2N5945 4 0.6 8/470 244-04 
MRF652 5 0.5 10/512 249-04/1 
MRF652S 5 0.5 10/512 249-05/1 
MRF660. 7 2 5.4/470 221A-04/2 
2N5946 10 sr 6/470 244-04 
MRF653 10 2 7/512 244-04/1 
MRF653S 10. 2 7/512  249-05/1 
$D1433 10 1:2 8 244-04 
$D1429 12 4 7.8 314-11 
MRF641 alts} 25 7.8/470 316-01/1 
MRF654 15 25) 7.8/470 244-04/1 
$D1429-03 15 5 7.5 314-11 
J03020 20 75 7.6/470 311-14 
$D1422 25 6 6 311-11 
MRF644 25 5.9 6.2/470 316-01/1 
MRF646 40 13.3 4.8/470 316-01/1 
$D1434 45 14 5 316-01 
SRF3614 45 13 6/470 311-11 
MRF650. 50 411.7 63/470 316-01/1 
2SC2905 50 15 4.8/512 316-04 
J03055 55 311-11 
MRF648 60 22 4.4/470 316-01/4 
MRF658 65 25 415/512 316-01/1 
VCC=28 Volts 
MRF340 8 0.4 13 221A-04 
MRF338 80 15 7.3 333-04 


Note: Transistor gain performance improves at lower 
frequency of operation. Example: 430-450 MHz 
gain & power will increase 10-20%. 


SPECIFICATIONS 


RF Power MOSFETS 
-N Channel 


Pout Pin Gps/Freq.Package/ 
Device ___— Watts __Watts dB/MHz___ Style 


To 54 MHz HF/SSB 
VDD=12.5 Volts 


MRF255 84955. 12 16/54 241-14 
VDD=28 Volts 

MRF138 «©6930 06S 7 211.07/2 
MRF140 150 47 - 15 211-11/2 
VDD=50 Volts 

MRF148 869300 «005 18 211.07/2 
MRF150 150 29 47 2114-11/2 
MRFi54. 600 12 47 368-02/2 
MRF157 600 6 20 368-02/2 


To 225 MHz VHF AM/FM 


VDD=28 Volts 


MRF134 5 0.2 14/150 211-07/2 
MRF136 15 0.38 16/150 211-07/2 
MRF166 20 0.5 16/150 211-07/2 
MRF137 30 0.75 16/150 211-07/2 
MRF174 45 1.4 15/150 211-07/2 
MRF172 

MRF173 80 4 13/150) 211-17/2 
MRF173CQ 80 4 13/150 316-01/2 
MRF174 125 8.3 11.8/150 211-11/2 
MRF142 150 10 10/175 211-11/2 
MRF175GV =. 200 8 14/225 375-03/2 
MRF141G 300 13 10/175 375-03/2 
VDD=50 Volts 

MRF151 150 75 13/175 214-442 
MRF176GV = 200 4 17/225 375-03/2 
MRF151G 300 75 16/175 375-03/2 


To 500 MHz UHF ANV/FM 


VDD=28 Volts 


MRF158 2 02 20/400 
MRF161 5 0.4 13.5/400 244-04/3 
MRF162 15 0.65  13.6/400 244-04/3 


MRF166C 20 0.4 
MRF1i64W =. 20 0.4 
MRF163 25 1.6 


17/400 319-06/3 
17/400 412-01/1 
12/400 244-04/3 


MRF166 40 4 10/400 211-11 
MRF175GU = =150 95 12/400 375-03/2 
MRF177 100 6.4 12/400 744A-021/2 


MRF177M 100 6.4 


VDD=50 Volts 
MRFA76GU 150 6 


12/400 390A-01/1 


14/400 375-03/2 


RF TAB Transistors — 


FOR CB & 
HAM EQUIPMENT 


Input Output GPE Ic Pin Config. 


Transis. W.CW_ CW PEP dB cont. 1 2 3 Tab 
MRE2GOemeO51- 5 eb 23 00 1 SB Eee 
MRF261* Ce At e202) SBE ee 
MRF262* De 20 S022 eZ | Be ENG 
MRF264* 140402, 60, 2.19)16, 1) Bape eG 
MRF475 Sie toe 1204 yb Ona 
MRF476 hae ec Saye in Mae Heme! ped © 
MRF477 Poe 40) 4055 BF EI 
MRF497* 1.0 50 60 16 6 B E C 
2SC1306 (sub 2SC2166) SAB IS ACUME 
2S8C1307 (sub 2SC2312C) Ho 8 Creek 
2801945 5H, 14018 415.016)) Bove ac 
28C1969'1:016 227912" "6" BCE 
2SC2075 (SPA iG e124 4) Ba ete se 
2SC2166 De St Oe tA) A ete: OO eee 
SC23126) 22) +20 30/4125) 7 VIB PCGUE 
9SC62509" 0.4 = 107 14° 5. Be SEAAG 
2SC3133 pO dS 1Sie 15, 36 Clabes 


Ratings based on 21-30 MHz use. 


*=30 MHz values extrapolated from VHF specs. 
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SPECIFICATIONS 
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UBES | S 


ST. PETERSBURG, RUSSIA 


Popular Triodes 


Filament | Maximum Ratings Typical Operation Max. Freq. 
Plate Diss. Pg. Eb, Ib, Eb, Ib, Po, Gain for Full 
Type Number Volts Amps lu kW W kV A kV 1A kW dB Ratings 
—— + ea 
8873 6.3 3.0 240 0.2 5 Pi?) 0.4 
3CX400A7/8874 6.3 3.0 240 0.4 5 2.2 0.4 
3CX800A7 13% 1.5 200 0.8 4 2X3} 0.6 
3CPX800A7 13.5 45 200 0.8 4 3.5 0.6 
3CX1200A7 7.5 21.0 200 1.2 50 5.0 0.8 
3CX1200D7/YU-124 6.3 25.0 200 12 50 5.5 0.8 
3CX12002Z7/YU-181 6.3 25.0 200 12 50 BS) 0.8 
YC-236 5.0 10.5 200 Ads: 20 4.0 1.0 
3CX1000A7/8283 5.0 30:5 200 4 45 3:5 1.0 
3CX1500A7/8877 5.0 10.5 200 ES 20 4.0 1.0 
3CX5000A7 10.0 LES 200 5 35 6.5 Pa) 
3CX3000A1/8238 7.5 51.5 5 4 50 6.0 2.5 
3CX3000F 1/8239 } 7.5 5L5 5 4 50 6.0 25 
3CX3000A7 TD SES 160 4 225 5.0 2s 
3CX3000F7 5 50.5 160 4 225 5.0 2.5 
3CX2500F3/8251 75 51.5 20 | 4 150 6.0 2.5 
3CX6000A7/YU-148 : 7.0 78.0 200 i 6 225 7.0 She) 
3CX10,000A3/8159 7.5 99.0 20 10 250 7.0 5.0 
3CX10,000A7/8160 TAS) 100.0 200 10 500 9.0 4.0 
3CX15,000A7 6.3 160.0 200 ails: 500 10.0 5.0 
3CX20,000A7 | 6.3 160.0 | 200 | 20 500 10.0 5.0 
3-500Z ' 5.0 14.6 130 0.5 20 4.0 0.4 
3-1000Z | TAS) 20.0 200 | Al, 50 6.0 0.7 
811A 6.3 4.0 160 i 60 watts 8 1.5 0.175 
572B 6.3 4.0 170 160 watts 50° PHT 0.275 
Tetrodes 
Filament | Maximum Ratings Typical Operation Max.Freq. 
} Plate Diss. Pg,, Pg,, Eb, Ib, Eb, Ib, Po, Gain, for Full 
| Type Number Volts Amps | kW WwW WwW kV A si kV A kW dB Ratings 
8122 13:5, 3 0.4 - 8 2.2 0.3 | 2.0 0.3 0.4 
8930 6.0 2.6 0.4 2 12 2.4 0.3 2.0 0.3 0.4 
4CX250B/7203 6.0 2.6 0.3 2 12 2.0 0.3 2.0 0.3 0.4 
4CX250BC/8957 6.0 2.4 0.3 2 12 2.0 0.3 2.0 0.3 0.4 
4CX250FG/8621 26.5 0.5 0.3 2) 12 2.0 0.3 2.0 0.3 0.4 
4CX250R/7580W 6.0 2.6 0.3 2 12 2.0 0.3 2.0 0.3 0.4 
4CX300A/8167 6.0 2.9 0.3 2 12 2.0 0.3 2.0 0.3 0.4 
4CX350A/8321 6.0 2.9 0.4 0 8 Pass) 0.3 DED 0.3 0.4 
4CX350AC/8321A 6.0 2.9 0.4 0 8 2.5 0.3 2.2 0.3 0.4 
A4CX350F/8322 26.5 0.7 0.4 0 8 2.5 0.3 2.2 0.3 0.4 
4CX350FJ/8904 26.5 0.7 | 0.4 6) 8 2.5 0.3 22 0.3 0.4 
4X150A/7034 6.0 2.6 0.3 2 12 2.0 0.3 2.0 0.3 0.4 
8560AS 6.3 2.6 0.3 2 12 2.0 0.3 2.0 0.3 0.4 
A4CX300Y/8561 6.0 3.5 0.4 a! 8 2.0 0.4 2.0 0.4 0.6 
4CX400A | 6.3 32 0.4 2 8 2 0.4 PRS 0.27 0.4 
4CX600JB 6.0 5.4 0.6 1 15 3.0 0.6 2.8 0.6 1.0 
4CX800A / GU-74B 12.6 3.6 0.8 2 15 25 0.8 3.2 0.63 0.8 
GU-84B / 4CX2500E 27.0 TE 25 4 30 PUP) 2.0 2.0 1.25 1.5 
4CX1500B/8660 6.0 10.0 1.5 af 12 3.0 0.9 2.9 0.7 cabal 
4CX1000A/8168 6.0 9.0 1.0 1 12 3.0 1.0 3.0 0.9 1.6 
4CX1500A 5.0 38.5 £5 25 75 5.0 1.0 4.0 0.8 2.5 
4CX1600B 12.6 4.4 1.6 - - 28} 1.4 2.4 0.87 Pa 
4CX3500A 5.0 90.0 Sis, 50 165 55 2.0 5.0 a3 5.3 
4CX3000A/8169 9.0 41.5 3.5 50 175 7.0 2.0 6.0 15) 71 
4CX5000A/8170 7.5 75.0 5.0 75 250 7.5 3.0 7.0 22. 12.5 
4CX5000R/8170W TRS 75.0 5.0 75 250 75 3.0 7.0 22 125 
4CX7500A 7.0 110.0 7.5 50 165 iA 3.0 7.0 2.4 13.0 
4CX10,000D/8171 2.5 75.0 10.0 75 250 145} 3.0 5 2.8 16.0 
4CX12,000A/8989 6.5 105.0 12.0 150 300 10.0 3.5 10.0 2.8 22.5 
4CX15,000A/8281 6.3 160.0 15.0 200 450 10.0 6.0 10.0 46 36.5 
4CX20,000A/8990 10.0 140.0 20.0 200 450 10.0 5.0 9.0 4.1 28.8 
9010/YC-130 7.5 160.0 18.0 200 450 10.0 5.0 10.0 4.6 36.5 
4-250A 5.0 14.5 225 10 35: 4.0 0.35 3.0 0.34 1.0 
4-400A 5.0 14.7 4 10 35 4.0 0.35 3.0 0.35 Te 
4-1000A 7.5 21.3 1.0 25 75 6.0 0.7 6.0 0.7 3.4 


136 


Price and availability subject to epee: 


Tube Applications & Suggestions 


RECEIVING AND SPECIAL PURPOSE TUBES 


The familiar tube manufacturers, Sylvania, ECG, RCA, General Electric, Raytheon, etc., ceased U.S. 
production of small TV and receiving type tubes in the early 1980's. Tubes you see offered today are 
either existing shelf stock or foreign imports. 

We have found it necessary to fully test most receiving tubes to weed out the weak, gassy, or other- 
wise defective. RF PARTS selects the best audio, power and sweep tubes for matched sets. Matched 
tubes will operate in a balanced manner, yielding lower distortion, equal power dissipation, less ten- 
dency for parasitic oscillations, and improved tube life. “Out of spec” and marginal tubes are dis- 
carded. TV SWEEP TUBES are suited for SSB use, but caution must be used in AM use. High level 
compression, use of “Modulators”, etc., cause excessive strain on final tubes in general. When oper- 
ated in linear amplifiers, plate dissipation and cathode current are easily exceeded, which in turn will 
drastically reduce tube life. Approach high peak power with care. Reduced tube life due to “out of 
spec” operation, is not a reflection of tube quality, but of tube abuse. 

SWEEP TUBE ratings — carrier level of 50w AM, 75w SSB output per tube willassure reasonable tube 
life for 6LQ6, 6LF6, GJE6, 6BHF5, 6JS6C, 6KG6/EL509, etc. Fan cooling is mandatory. Some amplifier 
model numbers are chosen for sales reasons and do not reflect the amplifier's true power capability. 
As with semiconductors, manufacturers of sweep tubes do not warrant their tubes after installation, 
as there is no way of knowing if there are problems in the equipment, method of operation, etc. If your 
equipment uses sweep tubes, it is best to reduce power and input level to lengthen tube life. 
Kenwood/Heathkit/Johnson/Collins/Etc: use only matched 6146B or 6146W of U.S. manufacture. 
(Our Sylvania 6146W is a ruggedized premium grade 6146B which pass military quality specifications.) 
US manufactured 6JS6C in Yaesu requires simple neutral modification. This tube is in extremely short 
supply. 

Swan Transceivers require special tube selection for ease of neutralization. You may call our Technical 
Department at (760) 744-0750 for details. 


POWER HANDLING CAPABILITY 


Our tests have shown that Graphite plate 3-500Z tubes safely handle up to 20% higher power levels 
over metal plate tubes. Graphite tubes will not “burn through” or melt at temperatures which destroy 
regular metal plate tubes.Additional air flow may be required. 


TUBE BURN IN 


Transmitting tubes generally require a “burn in” time to increase emission to its nominal value. In 
broadcast stations, 100-200 hours at rated filament voltage is allowed for burn in. This initial opera- 
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TUBE APPLICATIONS & COMPARISONS 


tion allows the getters, materials which absorb and hold residual gas, to finish the vacuum of the tube 
in its final operating environment. In an Amateur Radio amplifier, tubes will often require 50-200 
hours of “key down” transmit time to remove the residual gas and condition the filament for full emis- 
sion. It is well advised to allow tubes to operate in standby mode (filaments on, no transmit) for 10 
hours before tune-up. 

The 811A, 572B, 3-500Z, 4-400, etc.utilize a thoriated tungsten filament, which is highly dependent 
upon sufficient filament temperature to provide adequate electron emission for normal operation. 
Emission increases as the thorium migrates towards the surface of the filament wire. This is why itis 
recommended to “burn in” these tubes before operation. 572B, 811A, & 3-500ZG tubes are assembled 
using the best U.S. filament wire to assure long tube life. Records show tubes returned for warranty from 
1993-2002 to be less than 2%. This figure ranks up with the best of U.S. and European tubes, and 
allow RF PARTS to offer a full One Year Limited Warranty for TAYLOR against manufacturing defects in 
material and workmanship. The RFP (RF PARTS) brand carries our TWO YEAR limited warranty against 
manufacturing defects in material and workmanship (second year prorated). 


TUBE LIFE 


A number of factors can aid maximum tube life in your transmitter. Are the maximum ratings given on 
the tube manufacturer's data sheet being exceeded? Is there adequate forced air cooling? Is the final 
power tube capable of delivering power in excess if the desired operating level? 3-500Z, 4-400A, 
3CX3000A7, and similar tubes of directly heated cathode design have thoriated tungsten filaments. 
During operation, the thorium migrates to the surface of the filament and increases emission (electron 
flow capability) of tungsten. 


FILAMENT VOLTAGE 


Proper filament voltage has a radical affect on filament life. When a tube is new, there is plenty of 
emission available to sustain rated operating current. Normally the tubes of broadcast stations will be 
run for a short period of time at the rated filament voltage. Then filament voltage is reduced to a point 
just above that which allows necessary emission. It is checked from time to time and readjusted as re- 
quired. Operating at the lower filament voltage and adjusting in the manner noted improves tube life 
substantially. Note that the above guideline should be used for tungsten emitters only, and does not 
apply to oxide cathode-type tubes. Additional information on this subject will be found in CPI/Eimac 
technical bulletin EXTENDING TRANSMITTER TUBE LIFE. A reprint is available from RFP for $1.00. 


RF Operation (Up to 30 MHz) 
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WARRANTY 
Tube Warranty & Return Policy 


Limited Warranty on Receiving & Special Purpose Tubes 
Receiving and Special Purpose Tubes carry a 30-day limited warranty on material and workmanship. 
‘However, TV SWEEP TYPE receiving tubes are not designed, rated, guaranteed or warranted by the 
manufacturer or RF Parts Co., for use in linear amplifiers. Please be sure the tubes you received are 
correct for your equipment. We do not warranty or guarantee suitability or reliability of any sweep 
tube used as an RF amplifier. 6146B, 6146W, 6JB6, 6JSEC carry 90 day limited warranty when 
used in transceivers. 


RF Parts Co. inspects all tubes before shipment to assure quality. Tubes returned for possible warranty 
are subject to our failure analysis to determine if claim can be covered by the factory's limited 
warranty. Tubes which, in our opinion, show evidence of excessive dissipation, low emission, wear, 
or other damage indicating improper operation or use, will likely not be accepted for warranty or 
exchange. Any tube not accepted for warranty or exchange will not be returned unless requested by 
customer who shall pay shipping charges to return same. 


Return Policy 

PRODUCT RETURNS 

Products are not sold for evaluation. Under some circumstances (at the discretion of RFP) and with 
its prior approval, RFP will accept an item for return. Under most circumstances a 15% restocking 
fee and all freight charges will be assessed. 


DAMAGED ITEMS 
At time of delivery, if the box is obviously damaged, note this with the driver and refuse shipment. 
This item will be returned to RFP and another will be sent at no additional charge. 


lf hidden damage is noted, contact UPS as soon as possible. Save box and all packing. They will 
pickup. Once the item is received by RFP, a replacement will be sent. 


Limited Warranty on Transmitting Tubes 

New Eimac, Taylor, Svetlana, RFP (RF Parts Co.) and similar power grid transmitting tubes carry the 
manufacturer's limited warranty against defective material and workmanship. RFP 3-500ZG carries 
a 2 year limited warranty (2nd year prorated) in Amateur service. The RFP/Svetlana 811A-MP., etc, 
and RFP/Svetlana 572B-MP, etc. carry 1 year limited warranty. Extended RFP warranty valid in U.S. 
only. NO TUBE MANUFACTURER OFFERS A WARRANTY AGAINST WEAROUT OR FAILURE RESULTING 
FROM EXCESSIVE OPERATING TEMPERATURE AND/OR OTHER OPERATING CONDITIONS WHICH 
EXCEED MANUFACTURER'S SPECIFICATIONS. 


Metal-ceramic tube warranty varies depending on tube type and manufacturer. Contact us 
regarding limited warranty. 


(#) and -NOS (New, Old Stock) denote new tubes with older date codes, guarantee new condition 
and carry a minimum 30 day limited warranty against manufacturing defects. 


(P) denotes tubes removed from working equipment. Most tubes are from military transmitters and 
look & test as new. We test all tubes and include a 30 day limited warranty against 
manufacturing defects. 


Warranty Terms 
for Metal Ceramic Transmitting Tubes & Sockets 


Svetlana 


A 11,000 hours or 24 months 6,000 hours or 24 months 
B 5,500 hours or 12 months 3,000 hours or 12 months 
Cc 3,300 hours or 12 months 12 months 

D 2,200 hours or 12 months 12 months 

Ee N/A 90 days 

Code Eimac See en ep cee enmite 
T 10,000 hours or 24 months 

V 7,000 hours or 24 months 

R 5,000 hours or 12 months 

S 4,000 hours or 12 months 

N 3,000 hours or 12 months 

K 1,000 hours or 12 months 

12 Hardware and accessories only, 12 months 


f 


‘| 


Warranty and Disclaimer 

Since the vendor, RF Parts Co., does not control the use of its products, there are no express 
warranties which extend beyond the description on the face hereof. SELLER DISCLAIMS ANY 
IMPLIED WARRANTIES OF MERCHANTABILITY OR OF FITNESS FOR ANY PARTICULAR PURPOSE. 
Since Seller cannot control the manner of use of its products after their sale, Seller will not be 
responsible for any consequential or indirect damages. Concerning products for which Seller is 
acting as only a distributor of products manufactured by other companies, Seller expressly limits its 
liabilities to any guarantees extended by the manufacturer, which guarantees Seller will pass 
through to the original customer. Further, Seller will, at its option, either replace the goods sold or 


| refund the purchase price. No warranties will apply if the goods are in any way altered or modified 


after delivery by Seller. See additional information regarding warranty of semiconductors and 
vacuum tubes. Warranties are granted to the original customer and are non-transferable. 


Note: When returning merchandise, please place the original package inside of a shipping carton. 
Do not use the original container as a shipping carton. 


4:00 p.m. Pacific 
include original p 


Hour Rating: 
Based on filament or heater on-time hours for 
factory authorized warranty. 


If a product fails during the first 10% of the operational hours due 

to faulty workmanship or material, it will be replaced or credited 

at 100% of original purchase price. If failure occurs during the 
remaining 90% of the warranty hours, a prorated adjustment will 

be calculated, and a credit will be issued towards the price of a 

new tube. 


Failures as the result of improper use or operation may not qualify 


for warranty coverage. 


Tubes returned to RFP for Warranty Claim: 
Customer is responsible for shipping charges. 
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oo and avatebity 3163 aaa ORDER FORM f- 

Please type or print clearly. Minimum order: $25.00 Date: sa 
> 
i= 

Sold To: Ship To: 2 
0 

Attention: ; Attention: ° 
K 

Address: Address: us 

City: State: Zip: City: State: Zip: 

Country: Country: 

Daytime Phone: Daytime Phone: 

Daytime Fax: Purchase Order: 


Quantity Part Number Description Page Unit Cost Total Price i 


Select Shipping Method: Sub-Total eee. 
(Minimum $25.00) i 
U.S.A. Delivery Options ; Foreign Delivery Options 4 
O UPS O Ground 0 Postal (1 Small Packet Airmail Tax (CA only) |) | 
LC) 3-Day (orange) C0 Air Parcel Post RUS con ra 
0 2-Day (blue) C1 Express Mail (EMS) Ghishipping Wie 
LJ Next Day Air (red) (Not available in all areas.) 
C1 Priority Mail PRuralRt-Fee| 
OC Federal Express LI Federal Express 
CO Please choose the best shipping for me. LI UPS Air 


Payment Information: Contact Us: 


Visa or MasterCard Number: 


(We do not accept American Express, Discover or Diners Club.) Orders 
COT) CEL) LIL LLL]  ts00 8 parts ino tecnica 


OJ C.O.D. (must be pre-approved by RF Parts Co.) 
Exp. Date: EE [Ty] Security Code: Bae Main Order Line & Delivery Info 


oO ver) oO esta 760-744-0700 
ee, Cardholder Name: 
Customer Service, Warranty, Technical & Applications 


C1 Check or Money Order teeuine Banke 760-744-0750 (10 a.m. - 4 p.m. only) 


1] Open Account Fax: 760-744-1943 or 888-744-1943 


Signature: 


O Paypal Your E-mail Address to send invoice to: E-Mail: orders@rfparts.com 


Bank customer service telephone number 


(usually found on the back of the card) 
Mailing Address: 435 South Pacific St., San Marcos, CA 92078 


Minimum ord r: $25 


ORDERING INFORMATION 


Business Hours 

Monday through Friday, 7:00 a.m. - 4:30 p.m. (Pacific Time), with 
the exception of holidays. Orders received by 2:30 p.m. Pacific 
Time (5:30 p.m. Eastern Time) will usually be shipped the same 
day. 


Ordering Information — 


Phone — USA (contiguous 48 states): 760-744-0700 
800-737-2787 
Worldwide: 760-744-0700 
Mail RF Parts Company 
435 South Pacific Street 
San Marcos, CA 92078 USA 
Fax 760-744-1943 
888-744-1943 toll-free 
E-mail To Order: orders @rfparts.com 


U.S. Price Quotes, etc.: joe @rfparts.com 
International Price Quotes: john @rfparts.com 


Internet www.rparts.com 


Shipping Methods 

United States 

RF Parts recommends United Parcel Service (UPS). Federal 
Express is also available for an additional cost. Please see page 
141 for shipping information. 


Foreign 

Shipping by all major express services are available, including 
Postal. We recommend shipping by UPS & FedEx for reliability, 
lost packages occur more often with postal delivery. Please refer 
to the Foreign Order Information on page 142. 


www. rfparts.com 


Payment Method 

Credit Card We accept Visa, Mastercard and Discover. 

Paypal We accept Paypal for most transactions. Contact us for 
price and shipping information. Our Paypal |.D. is or- 
ders @rfparts.com. 

C.0.D. (Cash on Delivery) COD is available upon approval from 
RF Parts Company, when we ship by UPS only, and must 
be paid by money order. No personal checks. Company 
checks are accepted only with prior approval by the RF 
Parts Company Credit Department. COD is not available 
outside lower 48 states. RF Parts will give customer 
exact total prior to shipping (UPS will NOT accept Cash). 


COD packages that return to us unpaid require customer 
to clear all shipping & COD charges before further orders 
will be accepted. 


Note: There is a $20.00 Service Charge on checks re- 

turned from bank, plus any and all costs of legal ex- 

penses if action is taken. A one-time Non-Sufficient 

Funds (NSF) check automatically places the customer on 

credit hold, and requires payment by COD (money 

order), Credit Card or pre-pay. 

Open Account Open Account status is available to rated firms 

which expect to do continuous business with RF 
Parts. Please contact our salesmen in advance 
of placing an order. 


Pricing Policy 

This Catalog supersedes prior catalogs from RF Parts Co. RF 
Parts believes prices and descriptions of merchandise to be 
accurate at time of printing, and is not responsible for typographical 
errors. The RF Parts Company On-line Catalog www. fparte:com 
is more current on product and pricing information. 


Price and availability subject to change without notice. 


RF Parts Company exports internationally via United Parcel Service, 


Federal Express, Postal EMS, and major express companies. 


Price and availability 


ee ee SHIPPING & ORDERING INFORMATION 
U.S. ORDER INFORMATION Minimum Order: $25.00 (shipping & CoD charges Not Included) 


Fill out Order Form Completely. Orders without all information cannot | SHIPPING METHODS & CHARGES* (in the 48 contig. states): 
be processed. Please type or print clearly. If possible, include a fax | BEST WAY: UPS. UNITED PARCEL SERVICE ORDERS RE- 
number, as this is the best method of communication. (If a fax or CEIVED BEFORE 2:30 p.m. PST (5:30 p.m. EST) SHIP SAME DAY. 


RF Parts Company + 2008 


phone number is included, make sure to include your Country Federal Express / Airborne / DHL available 

Code. Order cannot be processed without it.) (12:00 p.m. PST deadline). 

Processing: Note: UPS, Fed Ex, Airborne, and DHL do not deliver to P.O. Boxes. 

Orders received by end of business day Tuesday will normally be 

shipped on Friday of same week. Delivery time after order has RF Parts Company does not ship freight collect. 

been processed depends on the method of shipping, and your 

country's Customs. Fractions of a pound go to next higher weight. 

\ Dimensional Weight (“DW”) charges may apply to Orange, Blue | 

Pricing: & Red Labels. 

Component pricing is based on price in effect at time of sale. Price | Delivery Area Surcharge applies to each package UPS delivers 

and availability subject to change without notice. Quantity orders to certain zip codes. Go to www.ups.com for a listing of applicable 

may qualify for discount. FOB San Marcos. zip codes. UPS charge of $1.50 per package delivered to a 
commercial destination, $2.30 per package delivered to a residential 

Minimum Export Order: destination. 

$25.00, SHIPPING CHARGES ARE ADDITIONAL. HAWAII, PUERTO RICO, ALASKA: Standard UPS rates apply. 

oe Le ES EE 5 RS eee ree eee No C.O.D. 

CUSTOMS CALIFORNIA: Residents add appropriate sales tax. 

Customs regulations require actual value of merchandise be stated | RURAL ROUTE ADDRESS FEE: With the advent of 911 

on Invoicing and paperwork. emergency systems, nearly all RFD addresses were converted to 

. err Le Sar ft eG ___ | street numbers and names. If you don't give us your assigned “911” 
SHIPPING METHODS street address, UPS will charge an additional $10 fee. 


ADDRESS CORRECTION FEE: UPS and FedEx charge $10 for 


Actual delivery time depends on shipping method. The cost varies 
address correction. RF Parts must pass this charge along to the 


greatly with shipping company. Some orders will require a custom 
shipping quote. Please advise how you wish parcels shipped, and customer. Be sure you give us your complete and correct address 
if you wish insurance or registration. /f you do not specify exactly _| (including Street, Drive, Pkwy, Apartment or Unit #, Zip Code, etc. 
how your order should be shipped, RF Parts Co. will use it's best if it applies). 
judgement in selecting shipping method. 


UPS & FedEX IS THE BEST WAY TO SHIP PAYMENT METHOD: 

PREPAID: check or money order. Personal checks must have 
United Parcel & Federal Express Shipments: preprinted address and are limited to $40.00 (for immediate ship- 
Will be given priority. However, 2-5 working days before shipping ment). Checks over $40.00 may be held for bank clearance be- 


may be required due to extra shipping documentation or incomplete | fore shipping goods. Any overpayment will be held as a credit for 


information from customer. ; 
isa. ina use on your next order 


Express Mail International Service: VISA and MASTERCARD accepted. Minimum $25.00 parts 
Orders can be shipped by “EMS” (Express Mail International order applies (before Shipping charges). Discover and American 
Serivce), if offered in your country, insured for $1.75 per $100.00 Express may be used for 

valuation, up to $5000.00. payments processed through the RF Parts Company Paypal ac- 


count (order @ rfparts.biz). 
First Class Mail International: 
Letter Post “Small Packet Airmail” is the least expensive. Small PAYPAL accepted. Minimum $25.00 parts order applies (before 
Packets may be “Registered” for additional fee of $7.50. Mini- Shipping charges). Our PayPal |.D. is order @ rfparts. biz. 
mum Shipping and Handling Charge for Small Packet Airmail up 
to 16 ounces is $14.50 (Canada/Mexico US$9.50). Maximum of 4 | G.0.D.: Pre-approval required (see following info). Add $7.50 


pounds to most countries; 1 to 2 pounds to some countries. COD fee payable by U.S. Postal or Western Union Money Order 
or Bank Issued Check. Travelers Checks, store-issued money or- 

Note: No insurance available - shipped at customer risk. ders and personal checks NOT accepted. 

Air Parcel Post: Note: UPS no longer accepts Cash. No C.O.D. to Alaska / Hawaii 

Larger packages over 4 Ibs. may be sent Air Parcel Post, / Puerto Rico / Canada. Minimum C.O.D. order $25 before 

registration not available. Insurance depends on country. shipping and handling charges. 

Lost Parcels: SHIPPING & HANDLING CHARGE: On large or heavy items, 

FedEx and UPS process their claims immediately, with rapid please verify cost with us. 


resolution. Postal claims may take up to 6 months to be resolved. Kt 
Please keep in mind the customer owns the package after it leaves | OPEN ACCOUNT: Is available to rated commercial accounts that |) 
our dock, and we have no control over the shipping while in transit. have been approved in advance. 


RF PARTS MAILING ADDRESS: 
435 South Pacific Street « San Marcos, CA 92078 


Minimum order: $2 


SHIPPING & ORDERING INFORMATION 
FOREIGN ORDER INFORMATION 


Fill out Order Form Completely. Orders without all information can- 
not be processed. Please type or print clearly. If possible, include a 
fax number, as this is the best method of communication. (If a 
fax/phone number is included, make sure to include your Country 
Code. Order cannot be processed without it.) 


Processing: 

Orders received by end of business day Tuesday will normally be 
shipped on Friday of same week. Delivery time after order has 
been processed depends on the method of shipping, and your 
country's Customs. 


Pricing: 

Component pricing is based on price in effect at time of sale. Price 
and availability subject to change without notice. Quantity orders 
may qualify for discount. FOB San Marcos. 


Minimum Export Order: 
$25.00, SHIPPING CHARGES ARE ADDITIONAL. 


CUSTOMS 


Customs regulations require actual value of merchandise be stated 
on Invoicing and paperwork. 


SHIPPING METHODS — 
Actual delivery time depends on shipping method. The cost varies 
greatly with shipping company. Some orders will require a custom 
shipping quote. Please advise how you wish parcels shipped, and 
if you wish insurance or registration. /f you do not specify exactly 
how your order should be shipped, RF Parts Co. will use it's best 

4 judgement in selecting shipping method. 

UPS & FedEX IS THE BEST WAY TO SHIP 


United Parcel & Federal Express Shipments: 

Will be given priority. However, 2-5 working days before shipping 
may be required due to extra shipping documentation or incomplete 
information from customer. 


Express Mail International Service: 

Orders can be shipped by “EMS” (Express Mail International 

Serivce), if offered in your country, insured for $1.75 per $100.00 
valuation, up to $5000.00. 


Small Packet: 

Letter Post “Small Packet Airmail” is the least expensive. Small 
Packets may be “Registered” for additional fee of $7.50. Mini- 
mum Shipping and Handling Charge for Small Packet Airmail up 
to 16 ounces is $14.50 (Canada/Mexico US$9.50). Maximum of 4 
pounds to most countries; 1 to 2 pounds to some countries. 


Note: No insurance available - shipped at customer risk. 


Air Parcel Post: 
Larger packages over 4 Ibs. may be sent Air Parcel Post, 
registration not available. Insurance depends on country. 


Lost Parcels: 

FedEx and UPS process their claims immediately, with rapid 
resolution. Postal claims may take up to 6 months to be resolved. 
Please keep in mind the customer owns the package after it leaves 
our dock, and we have no control over the shipping while in transit. 


: ‘www.rfparts.com 


Minimum Order: $25.00 (shipping & cop charges Not included) 
SHIPPING METHODS & CHARGES* (in the 48 contig. states): 
BEST WAY: UPS. UNITED PARCEL SERVICE ORDERS RE- 
CEIVED BEFORE 2:30 p.m. PST (5:30 p.m. EST) SHIP SAME DAY. 
Federal Express / Airborne / DHL available 
(12:00 p.m. PST deadline). 


Note: UPS, Fed Ex, Airborne, and DHL do not deliver to P.O. Boxes. 
RF Parts Company does not ship freight collect. 


Fractions of a pound go to next higher weight. 

Dimensional Weight (“DW”) charges may apply to Orange, Blue 

& Red Labels. 

Delivery Area Surcharge applies to each package UPS delivers 

to certain zip codes. Go to www.ups.com for a listing of applicable 

zip codes. UPS charge of $1.50 per package delivered to a 

commercial destination, $2.30 per package delivered to a residential 

destination. 

HAWAII, PUERTO RICO, ALASKA: Standard UPS rates apply. 
No C.O.D. 

CALIFORNIA: Residents add appropriate sales tax. 

RURAL ROUTE ADDRESS FEE: With the advent of 911 

emergency systems, nearly all RFD addresses were converted to 

street numbers and names. If you don't give us your assigned “91 1” 

street address, UPS will charge an additional $10 fee. 

ADDRESS CORRECTION FEE: UPS and FedEx charge $10 for 

address correction. RF Parts must pass this charge along to the 

customer. Be sure you give us your complete and correct address 

(including Street, Drive, Pkwy, Apartment or Unit #, Zip Code, etc. if it 

applies). 


PAYMENT METHOD: 


PREPAID: check or money order. Personal checks must have 
preprinted address and are limited to $40.00 (for immediate ship- 
ment). Checks over $40.00 may be held for bank clearance be- 
fore shipping goods. Any overpayment will be held as a credit for 


use on your next order. 

Ysa) (ire VISA and MASTERCARD accepted. Mini- 
mum $25.00 parts order applies (before Ship- 

ping el ). Discover and American Express may be used for 

payments processed through the RF Parts Company Paypal ac- 

count (order @rfparts.biz). 


PAYPAL accepted. Minimum $25.00 parts order applies (before 
Shipping charges). Our PayPal |.D. is order @ rfparts.biz. 


C.0.D.: Pre-approval required (see following info). Add $7.50 
COD fee payable by U.S. Postal or Western Union Money Order 
or Bank Issued Check. Travelers Checks, store-issued money 
orders and personal checks NOT accepted. 


Note: UPS no longer accepts Cash. No C.O.D. to Alaska / Hawaii 
/ Puerto Rico / Canada. Minimum C.O.D. order $25 before 
shipping and handling charges. 


SHIPPING & HANDLING CHARGE: On large or heavy items, 
please verify cost with us. 


OPEN ACCOUNT: Is available to rated commercial accounts that 
have been approved in advance. 


RF PARTS MAILING ADDRESS: 
435 South Pacific Street * San Marcos, CA 92078 


ice, Tech Support 760-744-0500 


Price and availability subject to chang 
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You’ve seen the rest... 


now own the BEST! 


HF * Mono-Band ¢ Dual-Band ¢ Tri-Band * Yagi * Wireless / 2400 MHz Duplexers & Triplexers * Wattmeters * Dummy Loads © Lightning Protection ¢ 
Adapters * Power Supplies * Coax Switches * Cable Assemblies 


Coax Connection Heavy Duty Base/ Strong Joint Cou- Duplexérs 


Wattmeters Dummy Loads 
at Base End Radial Assembly plings 


Triplexers 


Fa i" 


HF ¢ Mono-Band © Dual-Band ¢ Tri-Band ¢ 2400 MHz 


cere Te 


Power Meters Cable Assemblies 


Fold-Over 
Patented One-Touch Fold-Over feature on 
most Diamond Mobile Antennas. 
Trunk ¢ Hatchback ¢ Luggage Rack * Mirror © Hide-Away.* Magnet * Motorized 
a} 


Coax Switches Power Supplies 


Base Station Vertical * Base Station Yagi-Beam 
Mobile-e Desktop *.Terminal Equipment 


Magnetic Trunk/Hatchback Luggage Rack 


BNC Type ¢ SMA Type ¢ Telescopic 


To obtain a list of Diamond Antenna dealers, visit our website at 
www.diamondantenna.net or call 770-614-7443 © Fax: 770-614-7480 

435 South Pacific Street » San Marcos, CA 92078 

Email: diamondantenna@rfparts.com 


Phone 
760-744-0700 ° 800-737-2787 


Fax 
760-744-1943 © 888-744-1943 


E-mail 
rfp@riparts.com 


Mail 
435 South Pacific Street 
San Marcos, CA 92078 
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